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Preface 

Thank you very much for purchasing the W41SA. 

Before using your W41SA，be sure to read the W41SA "Basic Manual (this PDF 
manual)’’ to ensure correct use of your W41SA. After you have finished reading, 
store this PDF manual and the printed manuals in a safe place so you can retrieve 
them whenever you need. 

Contact the au shop or the au Customer Service Center for replacements if you 
lose either of these manuals. 

广 Printed Manuals for the W41SA (Japanese) -\ 

The W41SA comes with the Basic Manual and a Manual. 

参 W41SA Basic Manual 参 W41SA Manual 




Equivalent to this English PDF manual. An English version is not available 

The following manuals are also available from the au homepage: 

• The downloadable "Basic Manual" and "Manual" 

(http://au-pro.kddi.com/phone/torisetu/index.html) 

• The au online manual (Japanese) for searching by keyword 

(http://www.au.kddi.com/manual/index.html) 

The au online manual (Japanese) is also available from the EZweb: 

<How to access> EZ Top Menu 一 料金-申込-インフォ (Charges, applications and 

information) 一 au オンラインマニュアル （au online manual) 

Vs_____ J 

Please visit the homepage of SANYO Electronics Co., Ltd. as below to check the 
symptoms if you have troubles. 

• From W41SA : Press 喧 )for more than one second. (SANYO Keitai Planet) 

• From PC : http://www.sanyo-keitai.com (SANYO Keitai Arena) 


Information - 

• Font or indications may be different from those on the actual screen or may be partly 
omitted for better readability of PDF manual. 

• Screen color tones shown in this manual are those obtained with the default setting. 
Note that this PDF manual may not reproduce actual screen color tones correctly. 



















Manners for Using Cellphones 



■ A cellphone always generates weak electric waves while its power 
is ON. 

■ Be considerate of others and the environment around you, and 
have fun using your cellphone safely. 


r 


In some places, the use of 
cellphones is prohibited. 

• Using cellphones while driving is 
dangerous and also forbidden by 
law. 

• Be sure to turn your cellphone OFF 
before you board airplanes. The use 
of cellphones onboard airplanes is 
forbidden by law. 


A 



V 






Electric waves from cellphones 
may adversely influence 
medical devices and 
equipment. 

• People with a pacemaker may be 
close to you in crowded places 
such as trains. Turn your cellphone 
OFF in such places. 

• Follow the instructions of hospitals 
and other medical institutions where 
it is forbidden to use or carry 
cellphones. 





r 




Consider where to use your 
cellphone and be careful of 
the volume of your voice. 

• Do not make calls in cinemas, 
theaters, museums, libraries and 
other similar places. Turn your 
cellphone OFF or set it to the manner 
mode to prevent others around you 
from being inconvenienced by ring 
tones for incoming calls or mails. 



When on a crowded street, use your 
cellphone in places where you do 
not prevent others from passing. 

When on a train or in a hotel 
lobby, move to areas where you 
will not bother others around you. 

Take care not to talk too loudly 
during conversations. 



When you shoot photos or movies 
of others with your cellphone, get 
permission from them. 
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Basics of the Cellphone 


What You Can Do wHh the W41SA 


Mail 

You can send mails to 
other cellphones or 
personal computers. 





f 




EZweb 

You can access the 
Internet to check the 
news or download 
Chaku-Uta®, Chaku-Uta- 
Full® and wallpapers. 



J V 


Page 69 


f EZ Channel 

You can automatically 
receive information by 
simply registering 


programs 


J 





EZnavi 

You can search various locations with the 
functions of "EZ Navi Walk"，"Position Search" 
or "Area Message". 


Page 78 
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EZ FM 

You can readily enjoy 
FM radio. 





Page 82 
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Camera 

You can shoot photos 
or movies and easily 
send them by E-mail. 







Page 62 
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Hello Messenger 

You can enjoy the 
text or voice shared 
with maximum of four 
members. 
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Manner Mode and Answer Phone 

V_I_I_ 
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I Manner Mode 

With Manner Mode, you can set the 
ringer not to sound so as not to 
bother the people around you. 

Press for more than one second. 
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■ Answer Phone 

The caller can leave a message 
when you cannot answer the phone. 

Press ィモ担 1 ]for more than one second 
while the standby screen is displayed. 

"I can^t answer 
the phone 

/(Japanese)\\ • 、 • I \ x ダ xx 


Check the Power, Reception and Battery! 


I Keep the "power" ON for normal use. 

Keep the power ON to make or answer calls. 

Press し ^) for more than one second. 







/T 


I You cannot talk on the phone if the "electric waves，，are 
too weak. 

It is sometimes difficult to receive electric waves in some 
places even within a service area. 


^ で" 


1 端! 19:30 
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■ Pay attentio 

- ^ 

n to the remaining "battery" power. 

If the remaining battery power is too low, you may not be 
able to use the cellphone properly. 

" 面 !" indicates the remaining battery power. 

画 " 端 IWO j 






























Not Using Your W41SA While Driving 


戸 ■ 飞 

■ Holding a cellphone in your hand to make phone calls and/ 

or watching the screen to view E-mails, etc., while driving 
shall be subject to penalties. (The implementation of the 
revised Road Traffic Law on November 1,2004) 



Him the Power OFF or Set Drive Mode 
While Driving 




■ Drive Mode 


By setting Drive mode, you will enable the caller to receive a response message 
such as "Now driving. I can’t answer the phone right now... (Japanese)", and 
the caller can leave a message on the Answer Phone. 

Press 戸 '"/ マナ -J while the standby screen is 

"Ato が "V/n み " 

displayed, and select "Drive" 一 "Continuous 

愈 呼 ) 

Mode". 




V 
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Beware of Junk Mails and One-Ring Calls! 


f - ； - \ 

■ If you receive junk 111 ails... 

Using the mail filter function, you can reject mails sent from specific addresses 
or mails that bear " 未承諾広告 ※ （ Unsolic け ed Ad)" in the title, which is the 
biggest source of junk mails. 

The following mail functions are available for preventing from arrival of junk mails. 

• " ホ承諾広告フィルター ": Rejects 
ホ承諾広告 (Unsolicited Ad) mails. 

• " アドレスフイルター "： Rejects mails 
sent from specified addresses. 

• "指定受信設定!"： Accepts only 
mails sent from specified 
addresses. 

• " 指定拒否設定!"： Rejects mails 

_ sent from specified addresses. _ ^ 



■ If you receive calls from unknown numbers... 


V 
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It maybe “One-Ring Calls’’ intended to trick you into calling back and accessing 
unwanted pay programs. _ 

If One-Ring Calls are received , 幽 
is displayed in the Incoming Calls. 





Making Side Key Operation Invalid 

































Disaster Bulletin Board Service 


f \ 

When a big scale disaster occurs，you can 

About Disaster register your safety information through 

1 EZweb. The registered safety information can 

Bulletin Board be referred from anywhere in Japan through 

EZweb or Internet. 

V J 



广 Registering ^ 
safety 

V information j 

♦When a big scale disaster occurs, from au cellphone, you 
can register your safety information such as your condition 
or comments to the "災害用伝言板 （Disaster Bulletin 
Board)" created on the EZweb. 

♦ After the registration of your safety information, you can 
notify by E-mail your family or acquaintances you have 
previously designated that you registered your safety 
information on the "災害用伝言板 （Disaster Bulletin 
Board)". 

Referring to 
the safety 
information 

♦You can refer to the safety information of the person you 
want to know about by entering his/her phone number 
from EZweb or Internet*. 

* When you refer to the safety information from other carriers’ 
cellphone (except for TU-KA), PHS or personal computer, you 
can refer to it from http://dengon.ezweb.ne.jp/. 

How to 

access 

囑 一 "Top Menu"- ►"炎喜用伝言板 （Disaster Bulletin Board) " 

http://dengon.ezweb.ne.jp/ 























<Top display of the 
Disaster Bulletin Board> 

災害用伝言板 

伝言板トップ 

〜サービス提供中〜 

安否情報の登録-確認が 
でさます。 


登録に利用可能地域の 


ちのみ登録可能です) 


お知らせメール設定 

サ~ビス概要 
ご利用地域情報 

お問合せ 

English 


Register 



Refer 


<Safety information 
reference display> 

災害用伝言板 
〜確認〜 

安否情報を確認したい相 
手の au / ツーカー携帯電話 
番号を入力して下さい。 


町 90 XXXXXXXX 


I 検索する I 
伝言板トツプへ 


<Safety information 
registration display> 

災害用伝言板 

〜登録〜 

被災状況 
□無事です。 

□被害があ0ます。 
□自宅に居ます。 
□避難所に居ます。 
□コメント見て 

コメント入力(全角 IDO 文 
字まで）_, 


※登録内容確認画面にて 
、お客様の携帯電話番号 
および登録日時が表示さ 
れます。 



伝言板トップへ 


■讀 The maximum preservation period of the reaistered information is 72 hours. 

■嗔 The maximum number available for each registration is 10. When the number of 
registration exceeds 10, the information will be overwritten from the oldest one. 

■嗔 The demonstration of this service can be referred to anytime by pressing 
囑一 "Top Menu " 一 " 料金 . 申 ) A. インフォ (Charges, applications and 
information )" 一 " 災害用伝言板（デモ版 ) (The demonstration of Disaster Bulletin 
Board)". 


■咱 Select "English" to move to English mode. 
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Before Use 


I— 



Confirming the Package Contents 


The W41SA phone and accessories are included in the package. 



〔Basic Manual (Japanese)) 


かんたん 
フニユアル 


OJiN 


W41SA 


EngItehOSS)/ 



( Desktop Holder ) 

勢 


r - 

(Warranty (Japanese)) 



- S, 

Precautions in Use 
(Japanese) 




fCD-ROM (Japanese)] 

- ^ 


Information - 

AC adapter is not included in the package. Please purchase the Common AC adapter 01 
separately. 















































































































































































































































































































Inserting the miniSD^'^ Memory Card (Commercially Available) 

When a miniSD^'^ Memory Card is inserted, you can shoot large photos or long 

movies and save them in the miniSD^'^ Memory Card. 

■ Inserting 

① Open the miniSD Memory Card Slot cover. 

(D Insert the miniSD^'^ Memory Card into the miniSD 
Memory Card Slot until it locks in the place, then 
close the cover. 

Face up the surface with the 
miniSD logo on it. 

■ Removing 

① Open the miniSD Memory Card Slot cover. 

(D Slightly push the miniSD^'^ Memory Card inward 
to release the lock. 

③ The miniSDTM Memory Card will come out. Pull it ③ 

out slowly and close the cover. 

Information - 

• If you flick the miniSD™ Memory Card inward with your fingernail, the miniSD™ Memory 
Card may pop out suddenly. Be careful not to direct it toward someone’s face. 

• The miniSD™ Memory Card is not included with W41SA. Please purchase this item 
separately. 












Pharqing the Batterv Pack 


The battery pack is not fully charged at the time of purchase. 

When you use the W41SA for the first time, charge the battery pack. 

■ How to Charge the Battery Pack 


2 


Connect the Common AC Adapter 01 to the Desktop Holder. 

■咱 Check the pin configuration and orientation of the connector before 
connecting the adapter. 


Plug the power plug of the Common AC Adapter 01 into an AC outlet. 


Attach the W41SA phone in which the battery pack is 
installed to the Desktop Holder. 

■咱 To detach, hold down the Desktop Holder and detach the W41SA phone. 



completed. 

Information - 

• The battery pack can also be charged by directly 
inserting the Common AC Adapter 01(sold 
separately) connector into the external connector on 
the W41SA phone. 

• Please be forewarned that the actual figures may differ 
from the illustrations depending on your AC adapter. 
































f 

Turninq the Power ON 



Press for more than 
one second. 


0 C G 〔，"呪-)〔品) D 


Check the battery level. 


画 
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High 

Medium 

Low 

Zero 

Charging 


Check electric wave reception.. 
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T 

Out 

Strong 

Medium 

Weak 

Very weak 

Out of 

service area 


<Standby screen> 


K だ:!け:叫 


g ] 面困画 



■嘯 When " 日川 " is displayed, you cannot make or receive calls. 

■嗔 When "T" is displayed, you may not be able to make or receive calls. 


■ Turning the Power OFF 

Press l Vr ) for more than one second. 


■ About the Default Settings 

When purchased, the W41SA is configured with the following default 
settings. 


Lock No. 

1234 

Font Size 

Entry Size 

Large 

Mail Display 

Medium 

EZweb Display 

Medium 

AddressBookList 

Large 

Phone No. Entry 

Large 

Caller ID 

ON 
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Press ® (メインメニユー 
(Main Menu)) while the 
standby screen is 
displayed. 

► The Main Menu (Japanese) appears. 


Use 霞 ) to select "基本設定 
(Basic Settings)’，and press 
® ( 選択 (Select))- 

► The 基本設定 ! (Basic Settings) screen appears. 


D(JL) ¢3 (3d 


Use ◎ to select "画面表示 
(Screen)’，and press 
® ( 選択 (Select))- 


§©S 

日 CS ¢3 C^D 


The 画面表示 (Screen) screen appears. 


Switching Screen Display to English 


Menus, messages and other screen displays can be switched between Japanese 
and English. 


基本設定 
をフ。□フイ-ル 


の時間/料金/申込 

国音/ A ’ ‘イ了' /ランフ’ 

国画面表示 

曲フ’ライ A '' シ- 
国:1-ヴ-補助 
固通信 
面が仆 '' 機能 

r^T] 


画が表术 隆」 

に I メインテ’' イス了レイ 1 


国ヴフ”テ’’イス了レイ 
国照明 
团文字サイス'‘ 

面 Set Language 
面ヒ’クト設定 
固配色設定 
面卜-タルテイスト設定 


® 煙 喊晋渝震 

W8 岛 I 墨 

毎 is 思 I 篇 




































Use (§) to select "Set 


Language’，and press 
® (選択 (Select))- 


§@資 

0(1D (53 C^D 


► The Set Language settings screen appears. 



Use (§) to select "English" 
and press 度) (Set). 

► The screen display is set to English. 


s 戀資 

0 じ。 〔クリァ/け) 白 
















<Example> 

Press the up or down key 
Press the left or right key 
Press the center key 


■ Flexible Keys 

Use these keys to operate items indicated in the 
lower part of the display. 

The displayed items may differ depending on the 
screen. 

In the case shown in the figure on the right: 
Press the corresponding key for the 
indicated functions below. 


[Adrs Bkl 




[MainMenul 




I EZapps! 


の 



How to Use the Keys 


Basic Usaae of the Phone 

■ Basic Operation 

Various functions and settings of the W41SA can be operated by selecting an item 
with the cursor keys ( 霞 )） and pressing the center key (®). 

In this Basic Manual, the usage of the cursor and center keys is indicated as follows. 


- ! - ^ 

① Displaying Launcher menu, Increasing receiver volume 

② Accessing Incoming Calls/Received Records 

③ Accessing Address book/Register New 

④ Accessing E-Mail Menu/C-Mail Menu 
⑥ Decreasing the receiver volume 

⑥ Making/Answering calls, Accessing Popular Menu 

⑦ Accessing the Outgoing Calls/Sent Records 
⑨ Loading EZ apps (BREW®) or the Menu 

⑨ Accessing EZ Menu 

⑩ Erasing characters, Canceling operations, Setting or 
releasing the Manner Mode 

⑩ Powering ON/OFF, Ending calls 
⑩ Entering phone numbers or characters 
⑩ Accessing Voice/Memo menu, Turning ON the pocket light 
⑩ Audible confirmation of the current time and Notices, 

Accessing the photo mode 



⑥©® 
t t t 
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Using the Main Menu 

Pressing ® (MainMenu) while the standby screen is displayed launches the main menu. 
Use the cursor keys (@) to select an item from the main menu，then press the 
center key (®) to enter and access the selected function. 



(MainMenu) 


I 刈ァ/マナ-) 


画で ll 

，ち国 0 
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(■) 

lirfrar^ 

a た M 論 

miniSD 

這 

n 

攝 

Camera 

输占常 

端： 




贿 II ら 

Messenger 

EZ • FM 

VoiJe/ 


婦 

A 

Useful 

Tools 

Akimi/ 

Calendar 

(Shortcut)! Select )( 

Menu 1 


Use @ to select 
an item, then 
press ® (Select) 
to enter it. 

► 

j 因 


f 画で il 

嘴 :!1!: 叫 1 

■ Basic Setti 

ngs 1 

1 立 ; Prof i le 1 


の Time/TolI/Sub 
国 Sound/Vib/Lamp 
面 Sc け en 
扭 Pr i vacy 
国 User Support 
面 Communication 
面 Guide Function 
LSeIect ) 


<Standby screen> 


<Main Menu> 


(^D 


Press 技可 to return to the previous screen if you get confused or make a wrong operation. 
Press LRJ to return to the standby screen. 


■ How to Use the Launcher Menu 

The W41SA enables you to use each service menu from the launcher menu by 
pressing ⑥ while the standby screen is displayed. You can select and launch 
functions from the menu using 


Launcher Menu 




1 巧：!け:叫 


齒圓每]画西画 


で图 SUD 唱昌 



⑤ 

今 


Use ⑥ to 
access the 
Tunctions on 
the right. 


Icon 

Service Menu 

図 

E-Mail Menu 

國 

EZchannel Menu 

回 

EZmovie Menu 

图 

EZ Menu 

画 

EZnavi 

画 

au Music Menu 




















































〈Main Display) 

) ②③④ ⑥ 


? 画圍就け: 30 日 
け 輸陋 ろ巧 SV 巧 田 


〈Sub Display) 

① 


Number 

Displayed Contents 

① 

Unread mail exists 

② 

While Manner Mode is ON 

③ 

Running EZ * FM 

④ 

While the Answer Phone is ON 


强 



Number 

Displayed Contents 

① 

When the miniSD^'^ Memory Card is inserted 

② 

Communicating/Running EZ. FM ( 缸 ） /Running Hello Messenger ( 甲） 

③ 

Running EZ apps (BREW®) 

④ 

Using EZweb 

⑥ 

Unread mail exists 

⑥ 

Side Key Operation Invalid 

⑦ 

EZ Channel registered program (Auto Update Check ON) 

⑧ 

While Manner Mode is ON 

⑨ 

While Answer Phone is ON 


Icons 

V . 


_ SB 田 * ― ④ 
圍缸 


晒な* — @ 
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Before Use 






































You must apply to the EZweb service to use the E-mail and EZweb services. 
Please contact au shops or the au Customer Service Center if you did not apply 
to the service at the time of purchase. 

Perform initialization before using the E-mail and EZweb services. Initialization 
automatically provides your E-mail address. 


1 Press 層 ) while the standby 
screen is displayed. 






0 C G) ( ク '"' マナ -) C ^) D 


EZweb を利用するため 
の初期設定を行います 

roKj を押してしばら 
くお待ちください。 


Press ® (OK). 




倡 


日を）好サ -) 斬）日 


Initial izing subscriber 
account. 


Please be patient.,. 


Wait for a while until the screen 
on the right appears. 


J Press ® (OK), 




倡 


0 〔ちつ〔クリア/对) 〔為0 


Welcome to EZweb. 

Your e-mail address is ： 
AAAAAAAAAA@eZWeb.ne.jp 


Information - 

Initialization can also be performed by pressing or の (EZapps) 


喊 


f 

Initializing the E-mail and EZweb Settings 





巧 efore ewe 



























Confirming Your Phone Number and E-mail Address 



Press 度 ) (MainMenu) and 
iQ-J while the standby 
screen is displayed. 

► The Profile screen appears, and 
you can confirm your phone 
number and E-mail address. 


s©s 

D 〔污)〔川。け-)(品 ) D 

Ci SJ し己。告 J 广ョ為） 
(4 iS,J (s «J 〔 6 1 ま J 




□日□日日日 imx 


〔 bolt \\ SeIect ]〔 Menu 


Information 


While the standby screen is displayed, your phone number and E-mail address can also 
be confirmed by selecting ® (MainMenu) -► "Basic Settings" -► "Pro 川 e". 

























Changing Your E-mail Address 



E-mail address 

し 

I I 

Example: aaa @ezweb.ne.jp 

I I L I 

r r 

Customizable Part Domain 


Press 固 while the standby 
screen is displayed. 

► The E-Mail Menu appears. 




国 I nbox 
面 Outbox 
曲 Check New Mai I 
面い iendbox 
固 InfobQx 歷 
面 Send-AI I box 
面 Var i ety Mail 
[C-Mai I irSelect i 



Use (§) to select "E-Mail Setup" 
and press 度 ) (Select). 

► The E-Mail Setup screen appears. 


§ 戀® 

0 [ 召 )( ，阿け -) C ^) D 



国 Send/Create 
面 Common 
扭 MaiI Filter 
固 Other 

固 Check E-MaiISetup 



Use (o) to select "Other" 
and press 货 (Select). 


0 [ 為 )( ク阿サ -)) D 


その他の設定 _ 

1 \vammoim 

i 自動転送先 
1 メ-ルフィルタ- _ — 

4 E メ-ルヘッダ情報表示頌信 II 
- 料有料） 

互 その他の設定の確認 


a U のメル7力''サ-ヒ''ス設定 
(メル7がの登録•変更•解 
除） 


4 


Use ⑤ to select "E メールアドレ 
スの変更 (Change E-mail Address)" 
and press し , J (Select). 


§@資 

q(1D ¢3 日 


► The PIN number entry screen appears. 


お客様の暗証番号を入力 
して < ださい。下記の対 
象サ-ヒ’スで同曰内に連続 
3回間違えると、翌日まで 
ご利用でさな<なります 
のでご注意 < ださい。 

E _I 

圓圓 

















































Enter your PIN number and use 
⑥ to select " 送信 (Send)"，and 
then press 度 ) (Select). 


E メ - ルアドレスを変更します。 
じ(下のごま意を確認した 
上で 7 ドレスの変更を行って 
< ださい。 

※ 入力前のを意 ※ 

1, E メ-ルアドレスを変更した場 
合、変更前の 7 ドレスを再度 
利用する事はでさません 


The PIN number is a 4-digit number you have filled in 
an application form at the time of purchase. 

If you enter a wrong PIN number sequentially three times within the same day, 
you will not be allowed to perform setup operations until the following day. 


§©8 
DCS £EE) C^D 

[4 J がり脚" y 
り盖 J し 8 ぶ vj I9w^j 


〇岛画恩 D 


After checking the 
cautions，use ⑥ to select 
" 承諾する （ Agree)，，and 
press 度 ) (Select). 

Use ⑥ to select the entry 
area and press 度 ) (Edit). 

Enter an E-mail address 
and press 度 ) （ OK). 

For details about entering E-mail 
addresses, see page 32. 

Use ⑥ to select " 送信 
(Send)，，and press 
度 ) （ Select). 

If the E-mail address you try setting is not accepted: 

• The E-mail address you entered is already being used. 
Enter a different E-mail address. 


E メ - ルアドレスを変更します。 
ご希望の E メ - ルアト’レスを入力 
して < ださい。 


§ezweb, ne, jp 
國 ME 


能です。「」は連続して利 
用したり、最初と最後に 
は利用でさません。最初 
に数字の 「 Dj を使用するこ 
とはでさません。 


|aaaaa 


§ezweb. ne. jp 
圓圍 

i 前のぺージへ 


[SelectlPgr j 


新しい E メ-ルアドレスは 
AAAAA@ezweb.ne.jp 

です。 

よろしいですか？ 

XXX ごを意 )0 〇 ( 

アト ’ レスを変更した場合は変 II 
要前の 7 ドレスを再度利用す II 
ることはでさません。 

圆 


After comirming the new 
address, use (oj to select 
"OK" and press 
® (Select). 


日 ¢3 C^D 


Hereafter, perform operations as prompted by on-screen instructions. 


〇岛画@日 


Q 

W 


D 

喔 ) 


〇岛画@日 
















































p-— 

iPhone Call 



Making Calls 



Use the 咬 ! ） - 侵墨 ） keys to 
enter the receiver’s phone 
number, then press ©. 

■咱 Making a call to a regular telephone, 
enter the phone number starting with 
the area code. 


§ 煩) 喝 

0 〔 G ) (ク附か)〔品 ) D 

巧回 

(4 i 5 j 〔5ち） 

(7po*s) (8.tv) 〔 9 ぶ J 

祀ん) f # 




日日□日日日 ixm 


How to Make a Call 


Add "184" before the phone number 

Your phone number is not displayed on the receiver’s display. 

Add "186" before the phone number 

Your phone number is displayed on the receiver’s display. 

Add nothing 

The call is made in accordance with the Caller ID Notice setting. 


■咱 Enter the phone number and press ® (Select). 

Use ⑥ to select "Add" and press ® (OK) to add "184" or "186". 


Answering Calls 



Press Qlj during an 
incoming call to answer it. 

■咱 Press 远 D to hang up. 


0 C G) ( ，阳け -) [ 論つ D 


Screen Displays for Incoming Phone Calls: 


Caller’s phone number 
Example: "0900002XXXX" 

The caller has set it so as to display his/her phone number. The caller’s name 
is also displayed if the caller’s information is registered in your address book. 

"ID Unsent" 

The caller has set it so as not to display his/her phone number. 

"Payphone" 

The call is made from a payphone. 

"Not Support" 

The call is made from the phone that does not support ID notification. 


Screen Display when the Call Is Not Answered: 

The message shows that there were incoming calls 
unanswered (Missed Calls). 


\ New Notice Found j 

JMissed Calls X| 



































Calling Back (Outgoing Calls/Incoming Calls) 


Example : To make a call by launching the Incoming Calls 




Press ⑥ while the standby 
screen is displayed. 

► The Incoming Calls appears. 


日圓画 ©0 


Pressing @ displays the Outgoing Calls. 


■嗔 The list shows the latest dialed/received call on top. 


ィ —iff! 011 [ Q, c !► 



02 1:01 12/19 幽 ini 
0 3 0 0 01 XXXX 

0320:30 12/14 网 
曲 Robin Smith I ’化 • … 

0 4 0:1 4 1 2/1 1 幽固 
0 9 0 0 0 0 1 XXXX 1' 扣|哪 I 
[Mai I RecIrDetai |1〔 Menu ) 


Incomina Calls 


Use 炒 to select the phone 
number, then press j. 


日 £3 r^Q 


Information < - 

The latest 20 phone numbers you dialed (Outgoing Calls) and received (Incoming Calls) 
are saved in each history. 


Countermeasure tor One-Rinq Calls 


■ What is One-Ring Calls? 

One-Ring Calls is a trick used to squeeze money from cellphone users. One-Ring 
Calls is made to leave the number in the Incoming Calls, and receivers who call 
back will automatically access programs demanding money. 


■ Icon as a Countermeasure for One-Ring Calls 

With the W41SA ， One-Ring Calls (ringer time is 3 seconds or less) are displayed 
by 悟司 in the Incoming Calls. Be careful if you call back to unfamiliar number. 

Icons displayed on Incoming Calls 「 画で" 細№ 0 日 


ISSdl ： Missed call of which ring time is 3 seconds or less 
幽 ： Missed call of which ring time exceeds 3 seconds 


< 111 HiOWjjbUHJIi 0 . c い 






























Chanqinq Ringer Type 



の Time/To I I/Sub 
国 Sound/Vib/Lamp 
©Screen 


面 PN vacy 
固 User Support 
面 Communication 
面 Guide Function 
(Select) 



Press ® (MainMenu) 
while the standby screen 
is displayed. 

► The Main Menu appears. 


0 〔疗 )( 則完 -)C ^) 0 


Use @ to select "Basic 
Settings，，and press 
度 ) （ Select). 

► The Basic Settings screen appears. 


0 C ミつ〔クリァ/け) 〔為つ 0 


4 


Use (§) to select "Sound/ 
Vib/Lamp" and press ® 
(Select). 


§ 戀資 

日 〔疗)〔クリ完 -) 0 


rhe Sound/Vibrator/Lamp setTina screen appears. 


Sound/Vib/Lamp I 暇 I 


国 Effect Sound 
©Power Setup 
曲 Voice Notice 
固 Earphone Setup 
面 Cal I Vibration 
因 Lamp Setup 
函 Pic-Melody 
[Se I ect 1 


Use ⑥ to select "Incoming 
Setup" and press 度 ) (Select). 

► The Incoming Setup screen appears. 


Use (§) to select "Call 
Notice" and press 
度 ) （ Select). 


§ 煩 ) 周 

日 〔疗)〔クリ完 -) 0 


I ncomi n 


丄 Call ^ 


国 E-Mail Not 
面 Ufueg E-Ma 
面 Server Not 
固 C-MaiI Not 



(latch VolH Select] 


§ 戀資 

0 〔ちつ〔クリァ/け) 〔為0 


Call Notice IM 川 I 


Ra I nbo 机 


幽 Levs 13 
田 ; standard 
巡日 FF (逆 Ptnl Med) 

を PNor Data Colors 


The Call Notice setting screen appears. 


[Previewil Select) 


蠢還蠢 3 ||i 

黨 Cl 器 黨 I 
























































Use (§) to select " の " and 
press 度 ) （ Select). 


§ 戀資 

日 C~^ ¢3 C^D 


► The Call Ringer selection screen appears. 


图 Data Folder 
面 Search from EZweb 
曲 Random Ringer 


〔Se I ect 1 


Use ⑥ to select "Original" 
and press 货 (Select). 


0 r ミつ 〔ク师マナ-)つ 0 


► The Call Ringer selection screen appears. 

■咱 Pressing Ql ( 円 ay) plays back the selected ringer. 



IWRainbow | 


出 

企 

出 



Rainbow 

Black 

Purple 



ふ 

G 出 

出 

Blue 



ふ 

Light Blue 

出 

Red 

出 

Pink 


1 1 

-kll 

( 

Play )1 

[Set ] 

(Menu 

) 



Use @ to select a melody 
(ringer) and press 
® (Set), 

► The melody title is displayed. 


[ R 引 〔兩日 



脚 Levs 13 
化 standard 
幽日 FF (風 Ptnl Med) 

曲 PNor Data Colors 


〔Prev I ewjfSe I ect i 〔 Save ) 



Press に ) （ Save). 

► The melody (ringer) is set. 


§ ©資 

日 ¢3 C^D 


Information ， - 

• The default ringer is "Rainbow". 

• The latest Chaku-Uta® (ringer) can be downloaded and set as the ringer. See page 74. 
























































备 djustmq Ringer Volume 



Perform steps 1 to 5 on 
page 26 to display the 
Call Notice setting screen. 



汹 Leve 13 
闽 standard 
泌日 FF (迎 Ptnl Med) 

呈 PNor Data Colors 


[PreviewlTSelect i 


Use (§) to select and 
press 度 ) （ Select). 


0 ( sO D 


► The Ringer Volume setting screen appears. 



5TEPA 

BTEPV 



□FF 


Levels 

LSTEPi IL Set JLSTEP! J 



Use ⑥ to adjust volume 
and press 度 ) （ Set). 

Press ⑥ to increase the volume. 
Press ⑥ to decrease the volume. 


篡戀資 

0 し疗 j 〔クリァ州う〔為つ 0 


► The rinaer volume can be adjusted in 5 levels. 



曲 standard 
幽日 FF ( 風 Ptnl Med) 

ぶ PNor Data Colors 


[PreviewjrSelect l[ Save ) 


Set the volume to "OFF" to mute the ringer. 

Press の （STEP t ) to gradually increase the volume from LeveH. 
Press Ql(STEP i ) to gradually decrease the volume from Levels. 


4 


Press に ) (Save). 

► The ringer volume is set. 


0 C 疗 1 〔クリ完 -) (^jwQ 0 




































Adjusting the Other Party，s Voice Volume 



Use ⑥ to adjust volume 
during a call. 

Press ⑥ to increase the volume. 
Press ⑥ to decrease the volume. 


DdD ¢3 (■品 1 日 


► The voice volume can be adjusted in 9 levels 
during the call. 



广 

Setting Manner Mode _ 

The W41SA notifies you of the incoming call by vibrating. 


1 


日回画恩。 


Press for more than 
one second while the 
standby screen is 
displayed. 

► " SV " and " 巧 " appear on the 
standby screen. 

Answer Phone is turned ON at the same time and 
" 田 " appears on the standby screen. 


鸟呈川: 3 BI 


I 巧 sv 田 ) 


画圍国 1 画 酉面 

i 固 g 部] 捐目 



■ To Turn the Manner Mode OFF 

Press i クリア / マナ j for more than one second while the standby screen is displayed. 


► " SV " and " 巧 " disappear when Manner Mode is turned OFF. Answer Phone is 
turned OFF at the same time, and " 田 " disappears. 



















Setting Answer Phone 


1 Press モ S for more than 
one second while the 
standby screen is 
displayed. 

► Answer Phone is turned ON and " 田 
appears on the standby screen. 

■ To Turn Answer Phone OFF 

Press ィモ应 D for more than one second while the standby screen is displayed. 



Information « - 

• Answer Phone can record for approximately 20 seconds maximum for each message, 
and up to 3 messages can be recorded including Phone Memo. 

• Use "Voice Mail Service" when you have turned the power off or where electric waves 
are blocked. 













Playinq Back Messages on Answer Phone 


When a message is recorded on 
Answer Phone: 

► A message appears on the standby screen. 





Use @ to select" を ] " 
and press 度 ) （ Check). 

► The Play A.Ph/Ph Memo 
selection screen appears. 

Icons 

m : Unheard Answer Phone message 
因 : Heard Answer Phone message 




Play A. Ph/Ph Memo 

丄 1 日： 1 日 12/11 回 

回 Robin Smith 

D© ¢3 ©D 


国 16:22 12/10 a 


090000 IXXXX 


(Play )1 Menu ) 


Use (o) to select the 
recorded message to play 
back and press 度 ) (Play). 


§ 戀資 

DCS ¢3 C^D 


► The recorded message is played back. 


Playing 
の 15:1 日 12/11 


曲 Robin Smith 


旧 □ 日日 [MXXXX 

I OK 〕〔 Menu | 


Information - 

Message on Answer Phone can be erased as follows. 

① While or after playing recorded message in step 2, press の (Menu). 
③ Use ⑥ to select "Erase" and press 度） (OK). 

(If you operate the function while playing the message, go to step 4.) 

③ Use ⑥ to select "Erase One" and press ® (OK). 

④ Use ⑥ to select "YES" and press ® (OK). 































Inputting Text 

r- 



[Switching the Input Mode 


On the character input screen，press (p to display the 
input mode selection screen. 

Use @ to select an input mode and press ® (OK). 



tntermq Single-byte Akphanumeric Characters 

You can use the key U . ジ to to enter characters. The characters appear as 
shown in the following table each time the indicated key is pressed. 

Example: The characters appear in the order of "a" ， "b" ， "c" ， "2" ， "a" ， "b" ， etc.，each 
time you press the key. 

When the desired character appears, press the key of the character to enter next. 



Information ， - 

Up to 20 lowercase characters including a "-"(hyphen) and "."(period) can be used for 
your E-mail address. However,cannot be used consecutively or at the beginning or 
end of an address. Also, "0" cannot be used at the beginning of an address. 

The characters and symbols in the gray cells (|) cannot be used before the as in "AAA@ezweb.ne.jp". 













































Consecutively Entering Characters of the Same Key 

After entering the first character, press @ then the next key. 

Example: Entering ‘‘ab’’ 


[Body _1 


1 Body 1 

mm 

[Body 1 


D 

mm 

B 



Press (HD once. Press 風 Press dS* twice. 


Erasing Characters 

Press to erase a character. 

Press for more than one second to erase all characters after the cursor (■ )■ 
All characters are erased when the cursor (|) is at the end of the text. 

Information - 

Pressing (Undo) immediately after erasing text displays the erased text again. 




J o o o o . 

-npcttin。Text 




满 












Entering E-mail Addresses 


Example: To enter ‘‘taro@ezweb-ne-jp" using the Phrase 



Enter "taro". 

t : Press (8^ once, 
a : Press 片幻 once, 
r : Press しフ まぉ > 1 3 times. 
0 : Press 知 。 J 3 times. 


日【巧 （ 5^ 〔品）日 


17赢]知で vJ 〔弓点。1 

け ；；) fo??_ り 〔# 〜) 

□"□〇 巨 > を 




Press 〇 (Menu). 


0 し污つ〔クリ巧巧う C 扇つ 0 




Use (5) to select "Phrase" 
and press け j (OK). 



[ R 引 f^Q 



X Internet# 


raiaiiMii 

の MA □□ 雌 ezweb, ne, jp 
国 @ezweb. ne, jp 
面 httj)://www, 


4 


Use に ) (Category) to 
select "Internet". 


0 〔爲)(ク リ完 -) t ^ J 0 

Press @ or S3 to switch between the phrase 
lists by category. 


X Int 日 rn 目 t 夕 

ra ■" 脚 , iiiliKi _ 

の AAA □□ 邮 ezweb. ne, ip 
国 @ezwel], ne, jp 
团 httq ； //mw, 



Use (o) to select 
"@ezweb.nejp’，and 
press 度 ) (Select). 


0 し爲 j 〔クリ巧巧うつ 0 


► "@ezweb.ne.jp" is entered. 

■嘯 Press し I 幻 once to enterand twice to enter 


To (Must) 


taro@ezweb. ne. jp| 



〔 Undo If OK H Menu ] 

















































1 


Press 固 at the character 
input screen. 

► The input mode selection screen 
appears. 


0c^ J 〔クリ完 -)) 0 


Use 霞 ) to select" [^3 
and press 度 ) （ OK). 


► The pictograph list screen appears. 

誦 Press の （ Category) or 觀 / 恩 to 
switch between the pictograph lists by 
category. 


0 〔をつ〔クリァ/マナ-)〔為つ 0 


Use @ to select a 
pictograph and press 
度 ) (Select). 


H 引 ¢3 r^D 


The selected pictograph appears on the character 
input screen. 

It is possible to consecutively enter pictographs by 
pressing (Continue) instead of ® (Select). 


加 I 丽繼 IKK 欄 ! I 

roi^ 


wowl 

c- M t [?!!3 

が ace# 

图貧屬留)爾贫 ‘ 
顧透>餐>©袋娜©遂)梁 
な @巧键@强 通逆 逆， 

: I m 〕 应 


(Cont 


elect)(Category) 


Entering Pictographs 


Body 


Body 


J D o o o . 

-npcttin。Text 





— 國 画国國 

国图图の 

国国 國回 

图图回画 

國圍國 

m 百の困 

















































Press 芭 (Adrs Bk) for 
more than one second 
while the standby screen 
is displayed. 

► The Edit Address Book screen appears. 


0 f 疗 J f クリ完 C ^) 0 


を — 

と Address Book 

Reqisterinq Data in the Address Book 



Use (§) to select" 扫 il" 
(Name) and press 
度 ) （ Select). 

► The Name input screen appears. 


0 C ミつ〔クリァ/对) 〔為つ0 


Enter a name and press 
® (OK). 

► The Reading is automatically 
entered. 


For details about inputting 
text, see page 32. 


0(53 G3 r^D 

(j .% J し 2 点) 0。幻 

(4 isJ し 5 i] し 610 
りぶ J 〔 8 ぶ J ( e^y 

け;りじ)?约けろ^ 

1〇を 


Edit Address Book 


< Idmiillll temsif Op t iOfi-K 
議〇 

溫 jCathy Johnes 


ffl 

m 

画グル-ア〇 
互日 FF 


〔Select に Reg 〕 


4 Use ® to select "| 巧 " 

(Phone No.1)and press 
度 ) (Select). 

► The Phone No. input screen appears. 


0 つ〔クリア/け ) ^pwQ 0 


Add II Menu 


Edit Address Book 


立 i 


I ド 

I 随一一因醒化 















































Enter a phone number 
and press 度 ) （ OK). 

Use ⑥ to select a type of 
phone number and press 
度 ) (Select). 


D© ¢3 r^o 

回固 

Cs 忠 j C ら M 甘。 J 
〔7赢)〔8ち) r 9 „y 
坟 y j Co で句 C#H 



Edit Address Book 


< iJm.i|f4fiTem^| Opt i on い 
№000 

腿 Cathy Johnes 
跑 CathyJohnes 



im 

晒グル-了 0 


[Select |i Reg i 
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■嘯 Enter the area code when registering a regular telephone number. 
■頓 If you do not want to enter E-mail addresses, go to step 8. 


Use ® to select " 画，， （ E- 
Mail Addressi) and press 
度 ) (Select). 


〇岛画 @D 


E-Mai I Addres 


► The E-Mail Address input screen appears. 


Enter an E-mail address 
and press 度 ) （ OK). 

Use ⑥ to select a type of 
E-mail address and press 
度 ) (Select). 


響 


層 ) 胃 ® 

DCS £E9 C^D 

(4 i 5 j 片も ) 脚 " y 

(7po^sJ 尽ぶ J (9wfJ 


Edit Address Book 


< 口 !!■ 闲 [而而 I Opt ion k 
幽 0 00 

腿 Cathy Johnes 
閣 CathyJohnes 
且幽圳 gooooixxxx 

度 I 

I dusuoiF 删 iW ■■謂 

竖 j 

[Select 〕〔 Reg J 


► The Edit Address Book screen returns. 


Press に ) (Reg). 

► The numbers of entries remaining 
appear. 


日 ¢3 c^D 


Information ^ 


• Up to 1000 phone numbers and E-mail addresses can be registered. 

• Memory numbers are automatically registered in the lowest available number between 
000 and 999. 

• You can register up to 3 phone numbers and 3 E-mail addresses in one address book 
entry. 

• In addition, groups and images can be registered. 






































Making a Call from the Address Book 





Press 。 （Adrs 巳 k) while 
the standby screen is 
displayed. 


D 恩画毎日 


► The address book list screen appears. 


1 Ph. Book Search I 

1 < 呂 固固固因四园 > 1 

1 愛川めぐみ 

国 

秋山昇 

岡 

伊藤次郎 

^ Image j 


Use @ to select the 
person to call. 


Dd3 @ (So 


■喊 Pressing 度 ) (Detail) displays the detail screen 
where you can confirm registered contents such 
as phone numbers and E-mail addresses. 


Ph. Book Search 


< 因の图困园 ◎函 ► 


Cathy Johnes 

岡 

Margaret Watson 

基 

Robin Smith 

1101 moga 


[Search IfDetai I i[ Menu ) 


Press ち 3. 

► A call is made to the selected 
phone number. 


日固風闻日 

































t 加 mq Address Book Data 


Example : To change a phone number 



Press 因 (Adrs Bk) while 
the standby screen is 
displayed，and use @ to 
select the data to edit. 



Press 度） (Detail) and 
苗 （ Edit)- 

► The Edit Address Book screen 
appears. 



Use ⑤ to select " 面 " 
(Phone No.), and press 
度 ) (Select). 




< 旧四回困园 ◎函 ► 



Robin Smith 


[Search IrDetai I i 〔 Menu ) 


0 〔疗](クリ完 -) 〔 ^) 0 


Edit Address Book 


i i3!B3W[| temsH Opt i on 卜 
顧 80 

腿 Margaret Watson 
随 Ma[ga[etWatson _ 


国国 09 0 0 0 0 2 XXXX 


m 

WiJidAAAWE. ne.jp 

因 

fSelectl 



4 

5 


Edit data and press ® (OK). 
Use (o) to select a type of phone 
number and press ® (Select). 

► The Edit Address Book screen returns. 
Use 应 3 to erase the registered 
characters. 




1 Edit Address Book | 

W&W 


◄ lawiijll tensllODt ion !► 
啦 080 

oCc) ¢3 i 別日 


腿 Margaret Watson 

し 1 . 巧 0 私 ! しョ。吉） 

し 4 1 りし 5/ りし 51 リ 

り … ま J 〔 8 ふ ) 〔弓点 。）, 

け； : ）〔〇で句し # S - J 


随 MafgafetWatson 


醒 

因 IHAAASOE. ne.jp 

担 

(Select)! Reg 1 

V. ~ V. _ イ V. _ X / 

i □ 一 og £> を / 



Press (3 for more than one second to erase all characters. 


Press に ) (Reg). 

Use (§) to select "Yes" 
and press 度 ) （ OK). 

► The address book data is edited. 


§ ©資 

0 〔をつ〔ク呪マナう[扇つ 0 























































Registering Data from Outgoing/Incoming Calls 





4 


Press @ while the standby 
screen is displayed. 囑 

► The Outgoing Calls appears. 

■ 嘯け ⑥ is pressed while the standby screen is 
displayed, the Incoming Calls appears. 

Outgoing Calls 


<[I. c I PBrogHi^PBin ► 

1111 巧 I 

0 2 1 3:0 0 1 2/11 固 

曲 Robin Smith I 化 ' 哪 I 

^3 2 0:1 5 1 2 / 1 0 圈巧 
苗 jCath)[ Johnes I 化 | 。。口 1 

0 4 2 0:0 012 / 副网 
0900002 XXXX W 
(Mail RecHDetai I )( Menu J 


Use (§) to select the 
phone number to register 
and press り (Menu). 


0 し疗 j 〔クリ乃け-)〔為つ 0 



Use (§) to select "Reg to 
Adrs Book" and press 


® (OK). 


§ ©資 

0 〔污)〔か"'サ -) 〔品 ) D 


"Reg に ter New" : Registers new data in the address 
book. 

"Add’l Register": Adds or edits existing data and then 
registers the data in the address book. 



Use (§) to select "Register 
New" and press 度 ) (OK). 

Use ⑥ to select a type of 
phone number and press 
度 ) (Select). 


s@s 

日 〔疗)〔クリ完 -)) 0 


Edit Address Book 


< temsll Opt ion !► 


謹 0 



随 


lAJJWO 9 0 0 0 0 2 XXXX 

m 

因 

晒グル-ア〇 

LSeIect )〔 Reg i 


► The Edit Address Book screen appears. 


■嗔 To input the name, please refer to procedures in step 2 of "Registering 
Data in the Address Book" (page ： 36). 



















































Pair Function 

You can register the frequent contacts (up to 5 entries) as Popular Contacts 
to make calls, send mails or use Hello Messenger easily. 

Reqisterinq Data as a l^opular Contact 





4 


Press 运 3 while the 
standby screen is 
displayed. 

► Popular Menu appears. 


s © 資 

0 恩画 ©0 



Select a Popular number to 
register with Use ⑥ 
to select "Registration ”， 
and press 度 ) (Select). 

► A confirmation message appears. 


§ ©資 

0 岛画 ©D 


Popular Menu 
Linked with 
Address Book 
Register? 



回 NO 


Use ® to select "YES" 
and press 度 ) （ OK). 


§ ©資 

日固画闻日 


► The address book list screen appears. 


Ph. Book Search 


<妇 固巧图因四图> 

秋山昇 
伊藤次郎 


し Search )〔SeIect I し Deta 1 1 ) 



Use @ to select the person to 
register and press 度 ) (Select). ® 

3 ド ^/ 日岛画励 

► The registration is completed. 


Information « - - 

• Select a Popular Contact from the address book to register. Before registration, please 
refer to "Registering Data in the Address Book" (page 36) and register the data of the 
Popular Contact in the address book. 

• A Popular Contact is linked to the address book and will be released when you delete 
the data of the Popular Contact from the address book. 












































Makinq a Call to the Popular Contact 


Press ち 3 while the 
standby screen is 
displayed. Use @ to 
select the person to call. 


日 ¢3 f^Q 


Popular M 


^C-Maa ] 


团のの ► 

|l 3 


か HeMoMwiengeri Rob i n Smith 
9 0 0 0 0 4 XXXX 

IgRegistration web, ne 

み Check 小け 


Reset 胆 elect I 



Use ⑤ to select "Dial" 
and press 货 （ Select). 


s 戀® 

D 岛風 ©0 


■嗔 Select "Check", press 度 ) (Select) and you can 
check the registered data such as the phone 
number. 


Robin Smith 

DeDDDDdXXXX 


Sending a Mail to the Popular Contact 




Press ち 3 while the 
standby screen is 
displayed. Use @ to 
select the person to send 
a 111 ail. 


dcid ¢3 r^o 


Popular Menu 


—ののの回卜 
I 

[■gE-Ateil 1 

NC-Motl i I’N 。 Im 。 が 

由 M^^Robin Smith 
を IS^ogoooomxx 

fyRegistration )AAA§eZweb, ne 

fAClMcicl.iP 


Reset 临 eIect I 


Use ⑤ to select "E-Mail" 
or "C-Mail" and press 
度 ) （ Select). 


鬟戀 s 

DdD @ E)0 


■讀 Please refer to "Creating and Sending E-mail" (page 44) to create E-mail, 
and "Creating and Sending C-mail" (page 54) to create C-mail. 

































































You must apply to the EZweb service to use the E-mail. Please contact au shops or 
the au Customer Service Center if you did not apply to the service at the time of 
purchase. 

Be sure to perform initialization before using the E-mail and EZweb services. If 
you have not performed initialization yet, see page 20. 



E-mail is a service for sending/receiving mails to/from E-mail compatible 
cellphones and personal computers via Internet E-mail addresses. Up to 5000 
two-byte characters can be sent in an E-mail message. Still images (photos), and 
moving images (movies) can also be sent via E-mail. 



Information - 

• You can send your mail (including Cc and Bcc) to up to 5 addresses at a time. 

• Up to 1000 E-mails (including the number of addresses) can be sent a day. 

• Transfer of mail containing attached data may take more time. 



























Creating and Sending E-mail 




Press 喊 while the standby 
screen is displayed. 

► The E-Mail Menu appears. 




图 I nbox 
面日 utbox 


曲 Check New Mai I 
国 Fr iendbox 
面 Inf 日 b 日 X 腿 
面 Send-AII box 
面 Variety Mai I 
け - Mai IJLSelectJ 


Use (§) to select "Create 
New" and press 度 ) （ Select). 

► The Create Mail screen appears. 


0 (. c J (ク'"'マナ -) C ^) D 



幽 

A 


〔 Send )rSeIect l 〔 Save ) 



4 


Use (§) to select "llJ" 
(Address) and press 
度 ) （ Select)- 


§ 戀® 

0 ( sO D 


► The input method selection screen appears. 



Use (§) to select "Use 


Address Book" and press 
® (OK). 


§ ©資 

0 し疗 j 〔クリァ/け)〔命つ 0 


► The address book list screen appears. 


Ph. Book Search 


< 国 固面國因四国 ► 


No Image 

秋山昇 


伊藤次郎 



You can also select the address from "Use Records", or enter the E-mail 
address directly from "Address Entry". 














































Search the address book 
with 霞 ) and press 
® (Detail). 



DCS ¢3 (3d 


► The address book detail screen appears. 


Address Book 


巧 liliM。;! 


IJiWilMjl temsllOpt ion 

Margaret Wat[j 


son 


IS 


直泌刪 0 0 0 0 2 XXXX 
函グル-了 0 


[Select ) 


Use ⑥ to select a desired 
E-mail address and press 
度 ) (Select). 

► The Create Mail screen returns. 


Use ⑥ to select " 画，， 
(Subject) and press 
度 ) (Select). 

► The Subject input screen appears. 




Enter the subject and 
press 度 ) （ OK). 


0 岛画 ©0 


The Create Mail screen returns. 

For details about inputting text, see page 32. 


liMargaret Watson 
aiN 日 tice about schedule 


〔 Send IfSeIect l[ Save ) 












































Use ⑥ to select " 曲 " 
(Body) and press 
度 ) (Select). 

► The Body input screen appears. 



Enter the body and press 
® (OK). 

► The Create Mail screen returns. 


D© 拉 3 应 )0 


LiiMargaret Watson 
幽 Notice about schedule 

幽 


I would like to inform y 
日 u that the meeting was 
scheduled at 17:00. 


〔 Send IfSelect i[ Save ) 


Press Q (Send). 


D© (53 


Send Adrs Change 



国 Ph 日 to MaiI 
团 My Pictograph 
团 Easy Pictograph 


■ 嗔 "Photo Mail", "My Pictograph" and "Easy Pictograph" are services that 
send your mail by automatically changing part of the address. You must 
apply separately to the EZweb service "Pictograph Mails" for using "Easy 
Pictograph" (free of charge) or "My Pictograph" (pay service). 


Use (§) to select "Send" 
and press 度 ) (OK). 


► After your E-mail was sent, the screen 
shown on the right appears. 





















































Reading Received E-mail 


X/ X 

AAA@DDD. n 

Hanako Sa 
Ji rou San 

□□ 正 @AAA. 


(DIspIay|i Menu i 


化 Happy Bi rthday 
am looking forw 


Use (§) to select the 
folder in which the new 
E-mail is stored and press 
度 ) (Select). 

Icons 

间 : Unread mail 
ImI : Read mail 




倡 


D© (3d 


When you receive E-mail: 

► a message "New Notice Found" appears on the 
standby screen. 


Use @ to select" 国 ， 
and press 度 ) (Check). 

► The Inbox appears. 


〇岛画 @D 


a H だ ：! け : 30 


で图自 DO 拒 



r Unread X/ XI 


□メイン つがげ 


* フォルダ1 
* フォルダ2 
a フォルダ3 
A フォルダ4 
占]フォルダ5 
A フォルダ6 


〔 Select〕^ Menu 


Use (oj to select the new 
E-mail and press 
® (Display). 


日面画 ©0 


How to Read Received E-mail: 

Indicates the mail has already been read. - 

Indicates the time and date when the E-mail was received .」 
Indicates the sender of the E-mail. - 


' 19:30 Sun Dec 24 

r -ctjlililiHiBilimin 

曲け Ok) 061 り 2_1 0 3 0 〜 01 .ip 

吕 

幽 Happy Bi rthday 

iS 

I am looking forward to 
having a dinner with you 
,By the way, I an wonde 
ring if i t’ 11 be fine to 


〔 Reply〕〔Select ん Menu i 


巧 IR 日 bin Smi 


I 


固 

UJi 一 

nJL 00 id— rhu 






















































■ Viewing Received Photos or Movies 


Example: To view a photo attached to a received E-mail 





Perform steps 1 to 3 on 
page 47 to display the 
received mail. 


Attached data - 


[^l(](](]]l.E>i H の 

19:30 Sun Dec24 

出 I 而 MiBaiMBI 

.凹け Ok) 061 りし 10 3 0 〜 01,jp 

吕 

幽 Happy Birthday 

\£ 

I am looking forward to 
having a dinner with you 
,By the way, I am wonde 
ring if i t' 11 be fine to 


Reply ]〔SeIect I [Menu 


Use (o) to select the 
attached data and press 
度 ) （ Receive). 


D© @ (So 


► When data is received, the photo is displayed in 
the text. 



幽 Happy Birthday 

必 

I am looking forward to 
having a dinner with you 
,By the way, I am wonde 
ring if i t’ 11 be J i ne to 

mn r r nw/ I w; I c h i t' c n n t 

し Reply に Play ifl/lenu ) 


Press 度 ) (Play). 

► Photos are displayed one by one. 


D 恩風毎日 



Information -- 

• Depending on the size of the attached data, it can be displayed in the text in step 1or 
played back when you press ® (Play) in step 2. 

• Transfer of mail containing attached data may take more time. 

• Mail transfer may take more time depending on the condition of electric waves in the 
area you are in. 


































Readinq E-mail from the Inbox 



Press 固 while the standby 
screen is displayed. 

► The E-Mail Menu appears. 


〇岛画 @D 



国 Inbox s ； X 
面 Outbox 

曲 Check New MaN 
国 Friendbox 
面 Inf 日 b 日 X 腿 
面 Send-AI I box 
面 VaNety Ma i I 
[C-Ma 11 IfSelect i 



Use (§) to select "Inbox" 
and press 货 （ Select). 

► The Inbox appears. 


日面画 ©0 


r Unread X/ XI 


A フォルダ 
A フォルダ 2 
a フォルダ 3 
W フォルダ 4 
A フォルダ 5 
A フォルダ 6 


〔Select li Menu 



Use ⑥ to select the folder 
in which the E-mail to read 
is stored and press 
度 ) (Select). 



化引 ¢3 C^D 



0 0 0 2 M AAA 卵皿 n 
0003 M Hanako Sa 
0 0 0 4 Wi 面 Ji rou San 
0 0 0 5 M 田 □□@aaa. 
化 H—appy Birthday 
£1\ am looking forw 
ID I sp I ay][ Menu I 


4 


Use (o) to select the E-mail 


to read and press 
® (Display). 


0 岛画 ©0 


Received MaiI 


幽0 0 01幽 

19:30 Sun Dec 24 



圖の 


出 I 而 amajirtlll 

四け 0 り 061 りし 10 3 0 〜 01 .ip 


进 IHappy Bi rthday 

必 

I am looking forward to 
having a dinner with you 
,By the way, I am wonde 
ring if it'll be fine to 

mn r r n\M I け , i c h I t' c n n t 


[Reply IrSeIect lf¥enu ) 























































M aaa@ 山 u. n 
U Hanako Sa 
W 固 Ji rou San 

W □□ 皿 @aaa. 



皿 Happy Bi rthday 
^1 am looking forw 
IDisplavir Menu ] 


Use ⑥ to select the folder 
to which the E-mail to reply 
is stored and press 
度 ) (Select)- 


0 C ミつ〔クリァ/け) 〔為つ白 


4 Use ( 〇 ) to select the E-mail 
to reply to and press 
® (Display). 


0(33 ¢3 r^D 


但 JODDl 埋 j B 凶 

19:30 Sun Dec 24 

出 I 而 MiBaiMBl 

曲 ] け Ok) 061212 


uo3mi.jp 

吕 

I 組 Happy Birthday 

必 

i am looking forward to 
having a dinner with you 
,By the way, I am wonde 
ring if i t’ 11 be fine to 


Reply 临 eIect I (Menu 


Press 芭 (Reply). 


The Create Mail screen appears. 


§ 獅囑 

q(1D ¢3 日 


"Re:" is attached to the beginning of the subject 
and the body of the original E-mail is quoted. 


iURobin Smith 
幽 Re:Happy Birthday 

の 


having a dinner with yo 
u, By the way, I am wond 
ering if i t’ 11 be f i ne t 
omorrow, I wish i t's not 
going to rain, The traf 


〔 Send i[ Se Iect ]〔 Save 


Replying to Received 与 mail 


Press 固 while the standby 
screen is displayed. 

► The E-Mail Menu appears. 


0 CG 〔ク脚け-)〔品 白 



国 I nbox 
面 Outbox 
曲 Check New Ma i I 
固い iendbox 
面 InfQbQx 歷 
面 Send-AI I box 
面 Variety Mai I 


CC-Mai I l[Select 1 


Use (o) to select "Inbox" 
and press 度 ) （ Select). 


0(1D ¢3 日 


The Inbox appears. 


r Unread X/ XI 


w フォルダ 
曲フォルダ 2 
曲フォルダ 3 
曲フォルダ 4 
曲フォルダ日 
曲フォルダ 6 


〔Se I ect || Menu ] 


n/L 〇〇 4— rhj 
































































Use ⑥ to select " と )" 
(Body) and press 度 ) (Select). 

► The Body input screen appears. 


鬟戀資 

D© ¢3 (SD 



Enter the body and press 
® (OK). 

► The Create Mail screen returns. 


D© ¢3 C^D 



lURobi n Smith 
幽 Re:Happy Bi rthday 

m 



ave something to go eat, 
>1 am looking forward to 
having a dinner with yo 
u, By the way, I am wond 
er i ng if i t' M be f i ne t 
omorrow, I wish i t's not 

D nin D t n rain Th o t r q f 

〔 Send llSeIect l[ Save 1 


Press 苗 （ Send). 


賣©資 

日岛画 ©0 


Send Adrs Change 



图 Phot 日 MaiI 
面 My Pictograph 
团 Easy Pictograph 


Use (o) to select "Send" 
and press 度 ) （ OK). 




Sent 


► After your E-mail was sent, the screen 
shown on the right appears. 























































Blocking Junk Mails 

To block junk mails, it is recommended to set up the メール フイ ルター (Mail Filter). 
KDDI Corporation provides the " サポート設定 （Support Setup)" function to g 山 de 
which メール フイ ルター （Mail Filter) is suit for the customer. You can set up the 
メ ー J レフイ J レター (Mail Filter) easily by answering the Inquiry on the screen. 


■ Setting メール フイ ルター (Mail Filter) 

Example : To access " サポート設定 （Support Setup)" 

① Press 固 while the standby screen is 
displayed. 

③ Use (§) to select "E-Mail Setup" and press 
度 ) （ Select). 

③ Use (o) to select "Mail Filter" and press 
度 ) （ Select). 

Use ⑥ to select " 次へ （Next)，，and press 
度 ) （Select). 

(4) Enter your PIN number, press 度 ) (OK) 
and follow the instruction on the screen. 


メ-ルフィルタ- 

■ かか設を — 

1 サホ-卜設■汇 
g フザルタい、''ル (巨 卜 ^ 

3 フィルタ-レべ‘ M 中) 

4 フィルタ-レへ'' ル(低) 

※カンタン設定とは？ 

■個別設定 
5 未承諾広告フィルタ- 
6 アト’レスフィルタ- 
※個別設定とは？ 

■その他 

1 拒否通知トル返信設定 

S 設定確認 
9 設定にあたって 

イ 戻る 



サホ.-卜設定 


サホ’-卜設定を使えば質問に 
答えるだけでお客様にぴ 
つたりのフイルタ-を自動で設 
定します。 


画カンタン設定 (Easy Setup) 


サポート設定 
(Support Setup) 


Set the filter by answering the inquiry. 
For the users who would like to check 
each setting condition. 


フィルターレベル（高 ) 
(Filter Level / High) 


Reject the mails from PC. 

For the users who send/receive the mails 
between only cellphones. 


フイルターレベル（中） 
(Filter Level / Middle) 


Select and block the persisting mails. 

For the users who are annoyed by the 
stalker or the same junk mailer. 


※現在メ-ルフイルタ-を設定し 
ている方は現在の設定は 
リセットされますのでごま意 
<ださい。 


情問へ 

イ 戻る 


フイルターレベル（低 ) 
(Filter Level / Low) 


Block the Unsolicited Ad Mails or the 
impersonation mails. 

The Filter minimally required. 


Information - 

You can also block the junk mails by changing the E-mail address. 
Please refer to page 22 to change the E-mail address. 


































ち -mail 

_ 


C-mail is a service for sending/receiving mails to/from ‘‘C-mail’’ compatible au 
cellphones. 


で - \ 

Phone numbers can be used for 



phone number. 

V_> 

Information - 

A C-mail can include up to 50 two-byte (100 one-byte) characters. 

国 C-mail Safe Block Function 

C-mail safe block function is a function that allows you to reject C-mails that include 
accessing URL (http://AAA,https://AAA) or phone numbers in the C-mail message text. 
C-mail safe block function is valid by default. You can cancel the setting if you want 
to receive C-mails that include accessing URL or phone numbers in the C-mail 
message text. 
















Creating and Sending C-mail 




Press 固 for more than 
one second while the 
standby screen is 
displayed. 

► The C-Mail Menu appears. 


D 岛風 ©0 


C-Mai I Menu 
丄 iCreate New 


国 I nbox 
面日 utbox 
曲 C-Mai I Setup 


[E-Mai nCSelect] 


Use (§) to select "Create 
New" and press 度 ) (Select). 

► The Body input screen appears. 



Enter the body and press 
® (OK). 

► The Create Mail screen appears. 


§ 獅囑 

D© ¢3 r^o 



lA 


I am sorry, I cannot go 
to the station on time, 
Sha11 we get together at 
ABC hotel? 


〔 Send )1 Edit i[ Menu ) 


Use ⑥ to select " 出，， 
(Address) and press 货 
(Edit). 


D 岛風毎日 


► The input method selection screen appears. 














































Use ( 〇 ) to select "Use 
Address Book" and press 
® (OK). 




DCS ¢3 (3d 


Ph. Book Search 


< 因 固固图因の园> 

秋山 S 岡 


伊藤次郎 


||〇1〇10〇6 I 


► The address book list screen appears. 

■頓 You can also select the phone number from "Use Records", or enter the 
phone number directly from "Phone No. Entry". 


Search the address book 
with 霞 ) and press 
® (Detail), 


s@s 

I C 污 1 〔，'"マナ-) C 品 1 D 


The address book detail screen appears. 


HIHf^Khiia^ iniHE> i 


< W 3 W 

Margaret 
son 


ret Wativw 

百。 Imag * 

ifliiUsuaiiiiMnniMirJM 

田 山 ual,AAA@[Bn ne.jp 
跑ク '' ル-了 0 


〔 Select 〕 


Use ⑥ to select a 
desired phone number, 
and press 货 (Select). 

► The Create Mail screen returns. 


§ 戀資 

I C 污 1 〔ク脚マナ-) C 品 1 D 


A 

I am sorry, I cannot go 
to the station on time, 
Sha11 we get together at 
ABC hotel? 


Send |i Edit if¥enu ) 


Press 苗 (Send). 



► After your C-mail was sent, the screen 
shown on the right appears. 


Mail Del ivered 






















































Reading Received C-mail 


When you receive C-mail: 

► A message "New Notice Found" appears on the 
standby screen. 


a 1 哉:: 13: 叫 




Use @ to select" ^ " 
and press 度 ) （ Check). 




倡 


0 C 疗〔ク阳サ -) C ™1 白 


The Inbox appears. 

The number of unread messages 
appears in the rightmost column. 

The received C-mail is usually stored in the "メイ 
ンフオルダ （Main folder)". 


Unread X/ X| 




A フォルダ 1 
曲 ] フォルダ 2 
曲フォルダ 3 
曲フォルダ 4 
曲フォルダ日 
曲フォルダ 6 


〔Select II Menu ] 


Use ⑥ to select the folder 
in which the new C-mail 
is stored and press 
度 ) （ Select)- 

Icons 

因 ： Unread mail 
[^1 : Read mail 


§ 戀囑 

0 C G 〔，脚け-) C ™ 1 D 



0 0 2 yO 9 0 0 0 01 XXXX 
0 0 3 ^iJi rou Sanyo 
0 0 4 化 iHanako Sanyo 
0 0 5 yO 9 0 0 0 0 2 XXXX 
2Have you ever bee 
n to Kyoto? You wiI 
[DIsp Iay 〕〔 Menu i 


Use ⑥ to select the new 
C-mail and press 度 ) (Display). 

► The mail contents appear. 


0(1D ¢3 日 



脚 0 01L 巧」 IMI 


19:30 Sun Dec24 

出 皿田面 H 

A 

Have you ever been to Ky 
oto? You will like it, 


[Reply IrSeIect l[ Menu ) 


















































Reading C-mail from the Inbox 





4 


Press 固 for more than 
one second while the 
standby screen is 
displayed. 

► The C-Mail Menu appears. 

Use (o) to select "Inbox" 
and press 货 (Select). 

► The Inbox appears. 


Use (o) to select the 
" メインフォルダ (Main folder)" 
and press 度 ) (Select). 


Use (o) to select the C-mail 
to read and press 
® (Display). 

► The mail contents appear. 


日 ¢3 C^D 



国 Inbox 喔 X 
国 Outbox 
曲 C-Mai I Setup 


〔 E-Mai llCSelect 〕 


日岛画 ©0 


[ Unread X/ XI 


A フォルダ 1 
曲フォルダ 2 
由フォルダ 3 
因フォルダ 4 
a フォルダ 5 
A フォルダ 6 

LSelect に Menu I 



日 (_ 引 ¢3 厂品 ■) 日 



0 0 2 MiO 9 0 0 0 01 XXXX 
0 0 3 MiJi rou Sanyo 
004 MiHanako Sanyo 
0 0 5 MiO 9 0 0 0 0 2 XXXX 
WH—ave you ever bee 
n to Kyoto? You wi I 
[DisplavJC Menu i 


0 岛画 ©0 



の， im か Mi 


19:30 Sun DecH 

s 

Have you ever been to Ky 
ot 日？ You wi11 like it, 


[Reply IrSeIect l 〔 Menu ) 




















































巧 
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Hello Messenger 



Hello Messenger is a service that allows you to communicate freely in the 
meeting with text, voice or photo using favorite characters between au 
cellphones “applicable to Hello Messenger". 

The host can select up to 4 meeting members from the address book. 


n 一詞 

朱朱接統中です末* 

朱米0如1川 xxxx さんが参加 
しましたが （ 



Member 1 

Send text messages. 



Member 4 

Send text messaaes. 


Member 3 

Shoot and send photos. 


Information - 

• Note that time available to use W41SA may shorten depending on the usage or the 
electric wave reception in your location for the frequent use of Hello Messenger. 

• The service is available for members between two (minimum) and five (maximum). 


) 












































Displavinq Hello Messenger Menu 


Press 度 ) (MainMenu) 
while the standby screen 
is displayed. Use @ to 
select "Hello Messenger" 
and press 货 (Select). 

► The Hello Messenger menu appears. 

■嘯 When you activate Hello Messenger for the first time, press 度 ) (OK), select 
your character and press ® ( 設を (Set)). 

■ Character list 

You have 12 kinds of characters to choose for Hello Messenger character. 
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Inviting Member to the Meeting _ 

You can select members to invite to the meeting from the address book, ク J レープ 
(Group) or ハ □— ランキング (Hello Ranking; the ranking of members that you had 
invited to the meeting or received the invitation), and start the meeting. 





Use ⑤ to select" スタ—卜 
(Start)’，on the HeHo 
Messenger menu and 
press ® ( 選択 (Select)). 


§©8 


わ誘い方法選が 


ITK レス帳 1 


A 口-ランキング 



グル-フ‘ 


Use ⑥ to select " アドレス帳 
(Address Book)，，. 

Press 度 ) （ 選択 (Select)) and 
select the member from the 
address book following the 
on-screen instructions. 



► The Member list screen appears. 

■讀 Your name (the name registered in the Profile) appears on the first list of 
the member, and it cannot be deleted/edited. 

If you have not registered your name in the Profile, the name appears as 
"私 （ Me)". 

For adding the member, select the member list available, press ® (選択 
(Select)) and repeat step 2. 


Press に I ( お誘い (Invite)). 

► Invitation messages are sent to 
the members registered in the 
member list. 

If the message "OO さんが参力日 (OO-san joins.)" 
appears, you can start the meeting with the joined 
members. 


日（巧日 






































When Receivinq the Meetinq Invitation 

When you receive the meeting invitation, Ringer or Vibrator is activated and the 
invitation screen appears. 

However, if you set the ringer mode to " 自動応答モード (Auto Answer)"，the 
invitation is automatically received without any ringer. 

When you receive the meeting invitation 

► The invitation screen appears. 


1 Use ⑤ to select " 参加 
(Join)" on the incoming 
message screen, and press 
度 ) (OK) to join the 
meeting. 

■嘯 The meeting screen appears and you 
can join the meeting. 

► You can check the hosts name, the total number of members or received 
time on the incoming message screen. 

► If you do not join the meeting, use ⑥ to select " 不参力日 (Not join)" and 
press 度 ) (OK). 

Information - 

• Call notice is not activated from the speaker or the earphone if the Ringer Volume is 
OFF in the Manner Mode setting. 

• The "バ イブ レータ （ Vibrator)" setting in "八 □— 着信音 （Hello Ringer)" is prioritized 
over the Manner Mode setting. 
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^What You Can Do with the Camera 

The W41SA has 1.27-megapixel camera which supports shooting photos or movies. 
The camera incorporates an auto focus mechanism. When you press the shutter 
key, the image is automatically focused before the photo is shot. Photos and 
movies which you shot can be sent by E-mail. 

Use Shot Photos on the W41SA 

It is possible to display the photos you shot on the standby screen ， 
display them when a call comes in and register them in the address book. 


Send Photos/Movies by E-mail (Page 68) _ 

• Photos or movies of maximum size 500KB* can be sent by E-mail. 

•By using the Photo Mail function, you can send photos/movies to cellphones 
other than au. 

Mail transfer may take more time depending on the condition of electric waves in the area you are in. 


Use The Character Reader (OCR) 

Phone numbers, E-mail addresses，URL 
and Japanese words can be scanned by 
the camera. You can register the 
scanned data to the address book. The 
W41SA has Japanese-English/English- 
Japanese dictionaries. Translation is 
available using these dictionaries. 




Use パシヤ文字 ™ メモ (Pashamoji Memo) 

You can transform handwritten messages in a notebook into a photo to 
attach onto E-mail. 


Print Photos You Shot 

• Save the photos you shot in miniSD™ Memory Card (commercially 
available). You can print the photos at photo service shops same as the 
film developing. 

• W41SA provides direct printing of images or shoot items to printers 
without PC. 





























How to Hold the W41SA 

■Upright 

Photo : Mobile/Wallpaper Size 
Movie : Standard (S/M Size), 

High Quality (M/L Size), 

Long-Time (M/L Size) 

Hold the W41SA firmly with the right hand 
and support the right hand with the left hand. 

* You can also shoot photos with your W41SA 
folded. 

To shoot movies, hold W41SA along the 
direction that 囚 appears and shoot movies. 

■ Landscape-Oriented Photos 

Photo : VGA/SXGA Size 

Hold the W41SA along the direction that ^ 
appears and shoot photos. 

Hold the W41SA firmly with both hands and 
shoot photos. 

* You can also shoot photos with your W41SA 
folded. 


Image-Shooting Posture 

Open your feet to the breadth of your shoulders and maintain your back and sides 
firm. 


To Prevent from Jiggling 

• Do not move the W41SA after pressing the shutter key until you hear the shutter 
sound. 

• It is possible to shoot a photo using the Self-Timer. By using the Se け - Timer，you 
do not need to press the shutter key at the moment to shoot the photo, so you 
can prevent from jiggling. 
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^Camera _ 

Shooting Photos 





Press 励 for more than one 
second while the standby 
screen is displayed. 

► The view seen through the lens 
appears on the main display. 

■咱 Pressing 警吞 toggles between 
the light and Nash. 



Aim at the object on the 
main display, and press 
度 ) （ Shoot)- 

► After the camera focuses on the 
object, you will hear a shutter 
sound. The photo is shot. 

■咱 Press 起ろ to re-shoot the photo. 

Press 度 ) (Save). 



HC J f^Q 





























Recording Movies 





Press 励 for more than one 
second while the standby 
screen is displayed and then 
press 。 ( 时 ■ 

► The view seen through the lens 
appears on the main display. 

■嘯 Pressing '^夕 turns the light 
ON/OFF. 


§ ©資 

0 C 台)〔クリでサ -) 〔為) 0 



Aim at the object on the 
main display, and press 
® (Record). 


日 し污 j (々阿巧-) ) 0 


► You will hear the shutter sound. When 
recording starts," 善 同 10 " appears. 


Q (Suspend) 

Pauses recording. 

Recording can be resumed by 
pressing Q (Resume). 

® (End) 

Stops recording. 

fl (Menu) 


一 Use ⑤ to select "Play" 

Plays back the recorded movie. 

一 ® (OK) 


I クリア/マト I 

Re-records the movie. 


Press 度 ) （ Save). 


§ 獅囑 
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■ Title of a Photo You Shot 

The Photo Size is set to "Wallpaper Size" at the time of purchase. 


Photo Size*' 

Title of a Photo 

Where to Save 

Mobile/Wallpaper Size 

shooting date_shooting time^serial 
number 

"Photo Folder" of the W41SA 

VGA/SXGA Size 

SA36 + serial number 

"DSC Folder" on the miniSD™ 
Memory Card*^ 


Example : For the first photo shot at 19:30 on December 24, 2006 
Mobile/Wallpaper Size: 061224 —1930 01 
VGA/SXGA Size : SA 360001 


■ Title of a Movie You Shot 

The Recording Mode (Size) is set to "High Quality (L Size)" at the time of purchase. 


Recording Mode (Size ) か 

Title of a Movie 

Where to Save 

Standard (S Size) 

S_recording date_recording time" 
serial number 

"Movie Folder" of the W41SA 

Standard (M Size) 

High Quality (M Size) 

High Quality (L Size) 

recording date_recording time^serial 
number 

Long-Time (M Size) 
Long-Time (L Size) 

"Movie Folder" on the miniSD™ 
Memory Card*2 


Example : For the first movie shot at 19:30 on December 24, 2006 
Standard S Size : S_ 061224 _1930^01 
Other Modes : 0612241930~01 


*1 Press (p while the live image appears on the display to change the Photo Size. 

*2 Photos and movies are saved in the "Photo Folder" or "Movie Folder" when a miniSD™ Memory 
Card (commercially available) is not inserted or there is not enough space available on the 
miniSDTM Memory Card. 

*3 Press nJ (Menu) while the live image appears on the display and select "Recording Mode" to 
specify Recording Mode and Recording Size. Press 度 ) while the live image appears on the 
display to change the Recording Size. 

















Use @ to select "Data 
Folder" and press 
度 ) (Select). 

► The Data Folder list screen appears. 


§©s 

D© (53 r^o 


な JUser Folder 
苗 Movie Folder 
窗 Photo Folder 


[miniSDlfSelect 1( Menu 1 




1 Press ® (MainMenu) while 
the standby screen is 
displayed. 

► The Main Menu appears. 


0 C ミ)〔クリァ州-)〔扇) 0 
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Use ( 〇 ) to select "Photo 
Folder，，or "Movie Folder" 
and press 货 (Select). 

► Photo Folder or Movie Folder appears. 




I K 引 C^D 


Photo Folder 


All Photo XXXX 


曲 12/12/2006 XXXX 
曲 1 2/1 1 /2 0 0 6 XXXX 


[miniSD HSelect ]〔 Menu I 


闻 
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Use (o) to select a folder 
for recorded images and 
press 度 ) (Select). 

► The images appear in reduced sizes. 


Use ©to select an image 
and press 货 (Select). 

► The selected image appears. 
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Viewing Photos or Movies 
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Press Q (E-Mail) and use 
⑤ to select "YES" and 
then press 度 ) （ OK). 


日【而〇 


The Create Mail screen appears with the image 
attached. 

For the subsequent procedure, see steps 3 to12 
on pages 44 to 46. 


Photo Mail 


The receiver can view images using "Photo Mail’’，which 
automatically converts images to proper size/format when 
displayed on cellphones other than au. 

To use Photo Mail, you need to change the receiver’s E-mail 
address to the relevant Photo Mail address. 

You can select "Photo Mail" under the automatic address 
transfer function to have the receiver’s E-mail address 
automatically converted as follows. 


Send Adrs Change 


图 Phot 日 MaiI 
团 My Pictograph 
团 Easy Pictograph 


Receiver 

E-mail Address 

Address After Conversion 

DoCoMo 

AAA @docomo.ne.jp 

AAA @d.nepm.jp 

Vodafone 

AAA@ □ .vodafone.ne.jp 

AAA@ □ .vodafone.nepm.jp 

TU-KA or au that does 
not support movie mail 

AAA @ezweb.ne.jp 

AAA @ezweb.nepm.jp 


Attaching a Photo or a Movie to an E-mail Message 


1 


Perform steps 1 and 2 on 
page 64 or 65 to shoot a 
photo or record a movie. 




•□: differs depending on area. 





































Internet 








EZweb 


EZweb subscription reauired 



You must apply to the EZweb service to use this service. Please contact au shops 
or the au Customer Service Center if you did not apply to the service at the time of 
purchase. 

Be sure to perform initialization before using the E-mail and EZweb services. If 
you have not performed initialization yet, see page 20. 


EZweb 


EZweb is a data service to enjoy the Internet via your W41SA. 
Chaku-Uta® and the latest news can be obtained from information sites. 


Connecting to 
the Internet 
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displaying the EZ Top Menu 


Press 囑 while the standby 
screen is displayed. 

Use (o) to select "Top Menu" 
and press 度 ) (Select). 


0 C C J (ク リ完 -) 0 


The EZ トップメ ニュー (EZ Top Menu) appears. 
It may take some time to display the screen. 
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〈 EZ トップメニュー 

(EZ Top Menu)) 



カテゴリで探す （Search by category) 

Searches for a site by category. 

キーヮードで探す （Search by keyword) 

Searches for a site with a keyword. 

最新情報 (Latest information) 

Introduces new topics and contents available on EZweb. 

トッ プニュース （Top news) 

The latest top news topics are delivered on an automatic 
update basis. 

ビジネス & ニュース （Business & News information) 

Provides the latest information such as news, weather, share 
prices, and other information beneficial for business. 

エリア (Regional information) 

Provides weather reports, maps, and other local information. 
ショッピング & 才ークション （Shopping & Auction information) 
Provides information about shopping malls where you can 
purchase goods with your cellphone and the information about 
Jhe auction where you can put up or go for easily. 

ライフ (Check Useful daily life information) 

Provides information beneficial for daily life. 

ホビ ー & カルチャー （Hobby & Culture information) 

Provides the latest information about games, fortune-telling, music, 
e-book, and information on hobby and entertainment trends. 

au style 

Introduces au-recommended information and sites. 

とくする情報 (Valuable information) 

Offers gifts and free valuable information to EZweb service 
subscribe 巧 

EZ サ ー t スで探す （Search by useful EZ services) 

Accesses recommended fun and convenient sites. 

料金 . 申込 * インフォ (Charges, applications and information) 
Provides phone bills, application forms, au online manuals, and 
au information. 

災善用伝言板 (Disaster Bulletin Board) 

Registers/checks the safety information in disasters. 

ENGLISH 

Introduces English sites. 


Information ， - 

The layout and contents of the screens shown here are only an example and are subject 
to change. 

































Bookmarking Frequently-Accessed Sites 





Display the site to 
bookmark and press 
に ) (Browser Menu). 

► The Browser Menu appears. 


DCS (S) r^Q 



曰 Save Items 
百 Take snapshot 
□Re load 
曰 Bo 日 kmark (s) 

曰 View snapshots 
□Go To URL 
回 Cu[[ent Certificate 


Use (§) to select "New 
bookmark，，and press 货 
(Select). 


D C 好)〔々呪サ -) C 品) 0 


► The screen for registering the title and URL 
appears. 


Title ： 

スホ。-ツニトス 


URL ： 

httP://AA 皿 □. jp/ 


Folder 

No 


[Select l[ Reg i 


Press に ) (Reg). 

§ 戀資 


ス ホ。 ーツニユース I 

Registered to 
Favorite 


日 ¢3 r^Q 



► The currently-displayed site is bookmarked. 
■喊 Some sites cannot be bookmarked. 


Information < 


Up to 100 sites can be bookmarked. 



































Accessing Bookmarked Sites 





Press 囑 while the standby 
screen is displayed. 

► The EZ Menu appears. 


§ ©資 
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国 FavoN te Site 
面 Screen Memo 
西 EZ Service Menu 
国 URL Input 
面 Clear Browser Rec 
因 EZ Setup 
面 Previous Display 
[Select]! SANYO ) 


Use (o) to select "Favorite 
Site" and press 度 ) （ Select). 

► The Favorite Site screen appears. 



Use ⑥ to select a site and 
press ® (Jump). 


0 し污 j 〔クリァ/巧う 0 


► The selected site appears. 



























Viewing Charges 


Approximate charges for calls and transmission can be viewed on EZweb. 


1 


Press 度 ) (MainMenu) 
while the standby screen 
is displayed and press 
u . 幻 twice. 

► The Inquire Toll selection screen 
appears. 

Use (§) to select 
"Execute，，and press 
度 ) (Select). 


m 引 

CTf] [giQ (¥ 3 ] 

(4 is j し 5 /幻し 6 10 

り 。 ま sJ (SxtvJ 尽点 。} 
尽ぷ J 〔 0 的尽 s-J 
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国 Cancel 


to EZweb 
re Toll 


〔Se I ect I 


The 料金照会 (Inquire Toll) screen appears. 
Select the items to view. 


■料金照会 ■ _ 

gsr 踊 31 は aaaw 

I 通話料.通信料照を 
説明 

I ご請巧金額照会 

説明 

1 ホ仏い料金照会 

説明 

i 料金のおす仏 
説明 

I 累計ポイント照会 

説明 
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Downloading Chaku-U ね ® 


Example: To download the latest Chaku-Uta® and set it for the ringer 





Press 囑 while the standby 
screen is displayed. 

► The EZ Menu appears. 


s © 資 
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EZ Menu 
丄 Top Menu 


国 FavoNte Site 
面 Screen Memo 
扭 EZ Service Menu 
国 URL Input 
固 Clear Browser Rec 
图 EZ Setup 
面 Previous Display 
し Select 1 し SANYO 1 


Use (§) to select "Top Menu" 
and press 度) (Select). 

► The EZ トップメニュ ー (EZTop 
Menu) appears. 



Use (§) to select" カテゴリ 
で探す （Search by category)" 
and press 度) （OK). 


s 戀® 

D 岛風毎日 


I Image] 

EZ サ - ヒ '' スで探 す 
Lau のおすすめサ - ヒ ' スは 、 • 
二 ：!- ス.天み 

着ラたスレ 
着ラた • 着ム-ヒ 

着 Flash ヴニメ） 

着ィ言メ □テイ 

待ちラた 

カラオケ ’ ホ''イス 


fMenu Kclickling^ 


4 Use ⑥ to select" 着うた • 
着ムービー （Chaku-Uta • 
Chaku-Movie)，，and press 
度) （Select). 


§ 戀® 
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Use ⑥ to select the site 
and press 度) （Select). 
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Use ⑥ to select and 
download a Chaku-Uta®. 

► Download the Chaku-Uta® as 

prompted by on-screen instructions. 


D© ¢3 ©D 


AAA び XX り 
Saved to 
Data Folder 


■ j When the additional information cost is charged to use the site, you must 


input your EZ Password or Premium EZ Password. 


EZ Password : 4-digit number to be set when you apply to the paid 


contents for the first time. 


Premium EZ Password : 4-8 digit number to be set when you apply to 
" まとめて au 支払い (Pay in a lump with au 
cellphone charge)" for the first time. 

Follow the on-screen instructions to input either password. When using it 
for the first time, perform required password settings. 


Press 因 (Play) and 
press 。 （ Set). 


賣©資 

日国画 ©0 



02E-Mai I Ringer 
OSUnreg 卜 Mai I Rngr 
Observer Ringer 
0 日 C-Mail Ringer 
OBAdrs Bk Indv Rngr 
07Pic-Me lody 
08Ca lender 


Use (§) to select "Call 
Ringer" and press 
度 ) (Select). 


§ 戀資 

DCS ¢3 C^D 


► The Call Ringer selection screen appears. 



Use ⑥ to select "Simple 
Ringer" and press 
度 ) (Select). 


s 戀® 

0 岛画 ©0 


► If you select "Simple Ringer"，only one song set here will be used as the 
ringer. 


Information < - 

The downloading procedure shown here is an example; it may be different from the 
actual procedure. Follow the on-screen instructions. 


























Downloading Chaku-Uta-hulP 

EZ"Chaku-Uta-Full®" is a service that allows you to download a whole song with 
a CD jacket, lyric, etc. You can play back the downloaded Chaku-Uta-Full® with au 
Music Player and use a part of the song as Chaku-Uta® for the ringer. 


Press (o) while the standby 
screen is displayed. Use 
@ to select " 回 （au Music 
Menu)，，. 

► The au Music Menu appears. 

Use ⑥ to select "Jump to 
EZ Music!" from the au 
Music Menu and press 
度 ) (Select). 


D 岛風 ©0 


•1； 画 1111 

国 Jump to EZ Music! 
面 JumpTo au Records 
曲 Music Folder 


〔SeIect I 


01 j ； J 厨固日 


Your W41SA connects to the EZ Music! 

Follow the on-screen instructions after connection. 



When the additional information cost is charged to use the site, you must input 
your Premium EZ Password. The Premium EZ Password is a 4-8 digit number set 
when you apply to " まとめて au 支払しパ Pay in a lump with au cellphone charge)’’ 
for the first time. When using it for the first time, perform the Premium EZ Password 
setting. Be sure to keep your password so as not to forget it. 


Information « - - 

• The layout and contents of the screens shown here are only an example and are 
subject to change. 

• Chaku-Uta-Full® can also be downloaded by selecting " カテゴリで探す （Search by 
category)" -► " 着うたフル （ Chaku-Uta-Full)" on the EZ トツプメニユ ー （EZ Top 
Menu). 
























With EZ Channel, the latest contents are distributed and downloaded to the W41SA 
automatically just by registering the program to subscribe to in the W41SA. 

You can enjoy EZ Channel like watching TV programs or reading magazines. 


■Bispla 仙 giEZchanneltMenui 


' 1 
で學 gis 題 ** i 

fAdrs BI(|l^ainMenu| EZapps i 

<Standby screen> 


⑥ 


B 溫 1 お 0 日 


心 ■ 回 lai がパ巧 

国 Inbox 
囲 Outbox 

田 Check New Ma i I 
图 Friendbox 
面 I nf obo ) (歷 
固 Send-AIIbox 
面 Var i ety Mail 
[Select I 


Use @ to select "圓 
(EZchannel Menu)". 


国 Regd Program List 
团 Program Guide 
曲 Update Check 
固 Multi Folder 
面 Book Folder 
困 EZchannel Setup 

「Select I 


<LauncherMenu> 


<EZchannel Menu> 


■ Enjoying EZ Channel 

1 Register the program you are interested in. 

You can register maximum of 3 programs you are interested in 
from the "Program Guide". 

The registered programs are downloaded 
automatically from late at night through to early in 
the morning, and saved in "Regd Program List". 



2 Play the registered programs. 

You can play downloaded programs saved in 
the "Regd Program L が ’ anytime you want. 


d Program List 

3 ウェ ザーニュー 
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©weathernews 
◎ レ-ベルがイル株式含な 
◎ 時事通信 / アクセス•ハフリツシング 


r この巧おは、 I_ 

[ 雨のところが安く I — 

マと プ值 お(巧 M 
天 h マ かジオ • 


©weatnernews 


3 save the program. 

Newly downloaded programs overwrite the existing data. Thererore, 
in order to save a specific program，move it to the "Multi Folder". 

• Some programs cannot be saved because of copyright protection. 

Information - 



Perform initialization before using the EZ Channel service. If you have not 
performed initialization yet, see page 20. 

With EZ Channel, a single program download can be as much as SMB of data. It is 
recommended that you subscribe to the discount service of packet communication fees. 
The program starts being downloaded automatically when the broadcasting start time 
arrives. Turn fully charged W41SA ON in a location where signals can be picked up. 
The layout and contents of the screens shown here are only an example and are 
subject to change. 



EZ Channel 













































EZnavi offers convenient location information (GPS) services. 
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国 FavoNte Site 
团 Screen Memo 
曲 EZ Service Menu 
图 URL Input 
面 Clear Browser Rec 
面 EZ Setup 
面 Previous Display 

(Select 1( SANYO1 


Use (o) to select 
"EZ Service Menu" 
and press @ (Select). 


刚 u Music 
团 EZmovie 
函 EZnavi 
图 EZapps 

面 Pay Service Info 


fSelectl 


4 ⑥ 


<EZ Menu> 


<EZ Service Menu> 


，贺扣 n 


■v ■回 laiGl パの I 

留 I nbox 
③ Outbox 

函 Check New MaiI 
面 Friendbox 
圓 I nf 日 bo ) (亚 
因 Send-AII box 
函 Variety Mail 
[Select I 


Use (o) to select "EZnavi" 
and press (•) (Select). 

Use @ to select " 围 (EZnavi)". 


cLauncher Menu> 


"Position Search (きがビ位置確認)" to Check Where Your Kids Are 


You can locate an au cellphone that supports Position Search 
from your W41SA.The " 位置確認メーん (Position Search Mail)" 
(free service) and " いつでも位置確認 (Auto Position Search)" 



,EZnaviwaIk 


国 Position Search 
I 面 Area Message 
曲 EZnavi Portal 
国 EZnavi Setup 


f SeIect) 


<EZnavi scr 白白 n> 


"Area Message 按がビ I リア通知 )" to be informed in a specific time zone and area 


Transmission of information is 
notified by alarm when 
getting to (getting out of) 
the pre-specified area in the 
pre-specified period of time, 
and a message is 
automatically sent to 
a specific au cellphone. 
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EZ Navi Walk" for When You Go Out 

Displays various menus that are useful when you are out. 


オススメ (Recommended) 

Provides the latest or useful information. 

• "おためしナビ (Trial Navigation)" demonstrates the cellphone’s voice navigation 
system 声 de 入力機能 (Voice Input function). 

乗換挨索 (Connection Search)* 

It is possible to search train exchange and train timetable. 

ナビ (Navigation)* 

Provides voice directions to a target destination. Ydu can also register 
"MySpot". 

現在地 (Where You Are) 

You can view a map or search for shops around your present location. 

道路情報 (Traffic Info) 

Check real-time traffic information on the major roads all over Japan. 

設趙録 (Settings and Regis 帕 tion) 

You can make settings and register for memberships. 


*You can also select the service using your voice (" 声 de 入力 (Voice input)"). 


r \ 

MySpot 

By registering < 
frequently or y( 
navigates you < 

02 

03 

04 

05 

06 

07 

08 

1 Reg 1 

any place w 卜 
)ur home, E; 
easier. 

lere you go 
マ - Navi Walk 


E-Mail My Map 



When you meet someone, it is possible 
to inform the other party of where you 
are by E-mail. 


Navigation 凯 gine by NAVITIME JAPAN/ 地図：昭夕社/住ち電工 


Information 


Information fees and packet communication fees are charged to use EZnavi. 
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ミ■邸！ 
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囚 My スがツト 
曰 My ル-卜/検索履歴 
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EH 


声口 EL •獅 e わを入 
力してナヒ''ができます 


HEl("r ふぶ K: わ 


View My Map 


The first positioning result 
is indicated by ,,Y- 
After that, your present 
location will be shown as 
^ in real-time by 
continuous positioning. 

Your W41SA can display the map of your 
present location in real-time, by simply 
selecting " 現在地マ、ソプ (View My Map)". 


Map screen 



Return Home 


Search result screen 
Select 

"ルート案内開始 

(Start Navigation)" 


« 短な候補一ち: 
2005年04月け日 
田17:40二17:59 ホ 
百17:40 づ 18:05 ホ 



■第1链お 
励60 か 9分 
17:40お規を±也 
ホ 巧ホ (107 m) 
Hk 止一一 



ibtart Navigatic 
and press 1®). 


By registering the location of your home in 
advance, EZ Navi Walk navigates you to your 
home wherever you are. 
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いつでも位置確認、 (Auto Position Search) 

i Features 

- Provides the current 
location of the kids 
automatically without any 
operation by the kids when 
the mother searches them. 
It is recommended for little 
kids who are hard to 
handle cellphones. 

- Additional monthly charge is 
required. 



Example : When the mother sends a mail to 
her kid 




EZweb subscription required 


^What You Can Do with Security Navi 



What You Can Do with PosHion Search 


When your kids are coming home late or getting lost, you can check the current 
location of your kids with easy operation. The Position Search provides two 
services of " 位置確認メール （Position Search Mail)" and " いつでも位置確認 (Auto 
Position Search)". 


位置確認メール (Position Search Mail) 

Features 

Mothers can send a mail 
with a message to their 
kids. 

Kids will check the 
message from their mother 
and notify the current 
location where they are. 



Example : When the mother sends a mail to her kid 


J 






























• " 安ムナビ (Security Navi)" service is only for use between service compatible phones. 

• Positioning location or Viewing maps requires additional packet communication fee. 
•Be sure to confirm and agree the Terms of Use before using " 安ムナビ (Security Navi)". 

- The other party is also required to agree the Terms of Use. 

• Please make the settings of the Navi Password in advance to use " 安ムナビ (Security 
Navi)". 

• Positioning location is not available under following conditions; out of service area, 
setting Incoming Reject, no application, under operation, or no-compatible phones. 

• The screen is only an image and may differ from the actual screen. 

• When you stop the C-mail service, " 安ムナビ (Security Navi)" is not available. 

• EZapps communication fee is included in Free Calling Time, however, it is excluded 
from the discount service of Family C-mail and packet communication fees. 


What You Can Do wHh Area Message 


Transmission of information is notified by alarm when getting to (getting out of) 
the pre-spec け ied area in the pre-spec け ied period of time, and a message is 
automatically sent from the kid's au cellphone to the mother's. 




エリア通知 (Area Message) 



Example : When the mother checks the area of 
her kid 


參 Features 

- Feel easy even when your 
kid is out to the after¬ 
school lessons or on his/ 
her way home. Location 
information is notified from 
the kid’s au cellphone to 
yours automatically when 
your kid is getting through 
the specified location. 
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Information 
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EZ，FM 




EZweb subscription required 



You can listen to the FM radio on the W41SA.The audio broadcasted over the FM 
radio can be recorded. 


Antenna Available for W41SA 


To listen to EZ.FM, use antennas for optimal reception of airwaves. 

You can use SANYO Flat-type Stereo Earphones 05 as the antenna. SANYO Fla 卜 
type Stereo Earphones 05 will provide you an improved reception of airwaves. 



■ For Better EZ FM Reception 

To improve the reception of airwaves, try the following: 

• SANYO Flat-type Stereo Earphones 05 serves as an 
antenna. Extend the earphone cord and turn it towards v^' 
the direction where reception is best. 

• When you are indoors, take your W41SA as close to a 
window as possible. 





















Listening to EZ.FM 



1 


Press 度 ) (MainMenu). 

Use @ to select "EZ Fl\/r 
and press ® (Select). 


§ ©資 

IC ^ 1 〔か"け-)(^品 (] 


ミま意事項 (Precautions) screen appears. 


EZ ’ FM ま意事項 I 

を意事項をよくお読みの 
上、 EZ ‘ FM 乃° lJ をご利用く 
ださい。 


承諾する 


I 7承諾(次回か5非表示） I 

•ラシ‘才を聞くだけでは通 
話料はかかりません。 

- 本ア7リはわトワ-ク通信を 
行う場合があります。ま 
た、定期的に通信を行う 

恒合が;おりす才-畏 4- 


§戀® 

日 た J 柄）日 


Use (oj to confirm the 
precautions. 

Use ◎ to select "承諾する 
(Agree)，，and press み 

► The EZ’FM screen appears. 

■嘯 When you activate EZ’FM for the first time, the screen appears, on which 
you can select your area. Select your location area. 



Information - 

• Perform initialization before using this service. If you have not performed initialization 
yet, see page 20. 

• Packet communication fees are not charged for EZ.FM listening. Services such as "曲 
を表が showing the song title on the air)" charge packet communication fees. 

• The audio broadcasted over FM radio can be recorded. 

• The layout and contents of the screens shown here are only an example and are 
subject to change. 

































■ Viewing and Operating the EZ FM Screen 

<EZ FM Screen> 


Icons appear if downloadable information is 
provided. 

Radio frequency 
Switching Speaker/Earphone 
Radio station/Song 
Banner 



Main Operations: 


© 

Switches radio stations. 

- Press じ主) to し马…引 to switch to a radio station which is set to each key. 

(ク脚マナう 一 

Tunes in on the station in 0.1 MHz. 

•Press @ for more than one second and tuning starts automatically. 
•Press u .%) to 19to input the radio frequency directly. 

⑥ / 励 

Increases the volume. 

⑤/店 il 

Decreases the volume. 


Ending EZ.FM 



Press Use (5) to select 
"End" and press ® (OK). 



D© ¢3 C^Q 
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^TVoubleshooting 




Symptom 

What to Check 

Sol 山 ion 

Page 

Cannot turn the 

power ON. 

Is the battery pack 
charged? 

Charge the battery pack. 

13 

Did you press for 

more than one second? 

Press ) for more than one second. 

14 

Cannot make a call. 

Does Out appear on the 
screen? 

Try making the call again at the place 
where Dut does not appear on the screen. 

14 

Did you include the area 

code? 

If you are making a call to a phone other 
than a cellphone, include the area code, 
even when calling from the same city. 

24 

Is the power turned ON? 

Press for more than one second. 

14 

Did you press ? 

Press じ zj after entering the phone 
number. 

24 

Cannot receive calls. 

Does Dut appear on the 
screen? 

Move to a place where Dut does not 
appear on the screen. 

14 

Is the power turned ON? 

Press for more than one second. 

14 

The battery runs out in 

a short time. 

Do you use "Hello 
Messenger" or "au 

Music Player" for a long 

time? 

EZ apps (BREW®) may consume the 
large amount of the battery. Please 
be forewarned that "Hello Messenger" 
or "au Music Player" also requires the 
large amount of the battery. 

- 

Keys do not respond. 

Is the power turned ON? 

Press J for more than one second. 

14 

The power is turned off 

after an alarm sounds. 

The battery pack level 

is low. 

Charge the battery pack. 

13 

Calls are answered 

automatically. 

Is Answer Phone ON? 

Press ィモ回 for more than one second 

to turn the Answer Phone OFI^. 

30 

Cannot hear the other 

party’s voice. 

Is the receiver volume 

setting high enough? 

Press (o) while talking. The volume of 
the other party is increased. 

29 


For detailed information, visit the company homepage of SANYO Electric Co.,Ltd. 

• From W41SA -► Press 晒 for more than one second. (SANYO Keitai Planet) 

• From PC -► http://www.sanvp-keitai.com (SANYO Keitai Arena) 






























The Remote Auto Lock function enables you to lock your W41SA through remote 
operation so that no one else can use your W41SA. 

Setting the Remote A 山 o Lock Activation Conditions 

Making several incoming calls to the W41SA from the registered phone number 
within the specified time activates Auto Lock. 



Press 度） (MainMenu) 
while the standby screen 
is displayed and press 





Press ⑥ to select "ON" and press 度） (Set). Enter 
your Lock No. and press み 



4 

5 


■嗔 Lock No. is set to "1234" at the time of purchase. 

Use ⑥ to select "Valid No. List" and press 度 ) (Select). 
Use ⑥ to select "Register New" and press 度 ) (Select). 

Press (o) to select "Direct Entry" and press 度） （ OK). 
Enter a phone number and press ® (OK). 

■嗔 You can also select "Use Address Book" to enter phone numbers. 

Up to 3 phone numbers can be registered. 

Press に ) （ Comp). 
























Press ⑥ to select "Duration (min)，，and press 
度 ) (Select). 

Enter Duration and press 度 ) (Set). 


■咱 Duration (min) : Sets the time limit to receive the specified number of 
incoming calls. 

It can be set between 1 and 10 minutes. 

Press (§) to select "Incm Call Ct" and press 
度 ) （ Select)- 

Enter Incoming Call Count and press 度 ) (Set). 


■嘯 Incm Call Ct : Sets the number of incoming calls required for activating 
Remote Auto Lock. 

It can be set between 3 and 10 times. 


8 


Press に ) （ Save). 


Activating Auto Lock on the W41SA through hemote Operation 


Call your W41SA in the above setting for Remote 
Auto Lock. 

► Remote Auto Lock is activated and you will hear a message telling that it 
has been activated. 

Information - 

• Remote Auto Lock cannot be activated if the W41SA is not powered on or is under 
area with bad reception. 

• When activating Remote Auto Lock, you can choose the setting whether to delete the 
data in W41SA. 








な other Features 

The W41SA is provided with other useful features. 


au Music Player 

You can play music data downloaded 
from Chaku-Uta-Full®, CD, and 
SD-Audio applicable music data. 

au Music Port 

Music data downloaded from au Music 
Port can be transferred to W41SA. You 
can also edit the address book or 
schedule in W41SA, or manage photos 
or movies in PC, which were shot with 
W41SA. 

パシヤ文字 ™ 力ード (Pashamoji Card) 

Combine the images shot with Camera 
and hand-written messages, and you 
can create a postcard etc. 


Security Lock 

Security function is enhanced. You can 
set the Lock No. from 4 to 8 digits. 


with Pooh! 

You can convert the wallpaper, ringer, 
images on the sending/receiving screen 
and Main Menu into the character 
Winnie the Pooh!. 


EZ apps (BREW®) 

You can enjoy various applications, 
including high-volume games rich in 
expressive features and standby 
applications. 

Infrared Data Exchange Feature 

Infrared data exchange feature (IrDA) 
allows you to exchange address book 
information and files in the data folder. 
You can also operate TV and video by 
the remote controller. 

バ ーコー ドリー ダ ー& メーカー 
(BARCODE READER&MAKER) 

By recording a bar code (JAN code，QR 
code) with the W41SA, it is possible to 
read bar-coded characters. The read 
information can be used for the address 
book or mails. 

Mass Storage Mode 

By connecting the attached USB Cable 
to a personal computer, it is possible to 
use the miniSD™ Memory Card 
provided with the W41SA just like other 
storage media. It is very useful as it 
makes it easier to exchange data with 
personal computers. 

Powerful Dictionary Features 

English-Japanese, Japanese-English 
and Katakana-English dictionaries are 
installed in the W41SA. These 
dictionaries can be very useful as you 
can also translate English into Japanese 
and vice versa while entering 
characters. 
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For inquiries ， call: 

au Customer Service Center (General Information) 


From EZweb: 

or EZ ►Top Menu ► 料金 • 申込•インフォ 
(Charges，applications and information) 
► お問い合わせ (Inquiry) 

《 Menu is subject to change. 

From regular phones: 

恩0077 -7-111 

From au cellphones: 

157 area code not required 

(Toll free) 

Pressing "zero" will connect you to an operator, 
after calling "157" on your au cellphone. 


Sales : KDDI CORPORATION • 

OKINAWA CELLULAR TELEPHONE COMPANY 
Manufactured by : SANYO Electric Co., Ltd. 

February 2006 Edition 


レ。レ ’ ij ヴイごル々ットコ- 

g 帯 歪 話' PHS のリサイクルにご協力を. 


Cellphone and PHS operators collect and recycle unused telephones, 
batteries and battery chargers at stores bearing the 货 logo 
regardless of brand and manufacturer to protect the environment 
and reuse valuable resources. 


Access the au online 
manual from here. 






